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THIS KIRK AND BLUM DUST CONTROL SYSTEM ON 
SPRUE-BREAKING AND CORE KNOCK-OUT OPERATIONS 


@ In foundry operations ... wherever you'd 
expect to find dust, smoke and fumes and 
don’t... there you'll likely find a KIRK & 
BLUM installation. 


In the photo shown above, for example, 
a dust control system fabricated and in- 
stalled by Liberty Engineering, Division of 
KIRK & BLUM virtually eliminates dust. Of 
particular interest is the ‘‘flat-back’’ elbow. 
The curved plate shown. is easily replaced 
or may be lined with abrasion-resistant ma- 
terial to meet severe conditions. 





The photograph below shows the molding 
line, hoppers and supports which were also 
fabricated and installed by the Liberty 
Engineering Division. Other KIRK & BLUM 
systems are found in this same well known 
manufacturer's plant. 

Whatever your foundry dust, fume or 
smoke problem . .. sand handling, pouring 
station ventilation . . . mold cooling, shake- 
outs, grinding and snagging or others... 
KIRK & BLUM Engineers have the experi- 
ence needed to offer the logical solution, for 
truly efficient dust control. 


Fabricated and Installed by Liberty Engineering Div. 
The Kirk & Blum Mtg. Co., Indianapolis,.Ind. 
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DIONOL OINTMENTS fill every OINTMENT 
NEED in INDUSTRIAL MEDICINE 





For over thirty years, DIONOL OINT- 
MENTS have given outstanding per- 
formance in general first aid work by 
industrial physicians and surgeons. 


THE DIONOL QUARTETTE 
OF OINTMENTS 


PLAIN DIONOL 


Colorless, non-staining, soothing, for 
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topical application in the treatment of 
burns, cuts and skin abrasions. 


IODIZED DIONOL 


Non-staining, emolient ointment con- 
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taining 1% iodine as iodized fatty acids 
for topical application in treatment of 
abrasions and skin irritations. 








thus releasing medicaments for almost imme- 


t diate effectiveness. 


PROCTOLOGIC DIONOL 
Soothing ointment for relief of simple 
1 Attain access to every part of the treated area making 


direct contact with the lesion. rectal irritations. 


2 Promote penetration and absorption of the active 
principle. 


ANALGESIC DIONOL 


For local application in relief of rheu- 





3 Facilitate drainage. 


Avoid interference with discharge of secretion. 
matic pains, neuralgia, headaches due to 


5 Leave no irritating gummy residues requiring forcible 
removal each time the dressings are changed. = colds, muscular aches and pains. 


DIONOL OINTMENTS are ECONOMICAL as well as effective. 
Available in tubes, jars and in quantities by the pound. 
y Write for FREE SAMPLES, LITERATURE, and our price list. 











PYLON OLA, _Lharmacal Company 


FERNDALE 20, MICHIGAN 
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New! 
SEnqg;-cU? LENSES 


EXCEED 90% EYE-PROTECTION IN A SPECTACLE TYPE GOGGLE 


Replaceable one-piece methacrylate lenses 
protect at front, sides and bottom—in 


Watchemoket @Y@ savers’ Tuc-Away model. 


IDEAL FOR CHIPPING AND GRINDING 


MODEL 511 CSC 





This new, optically correct shatterproof lens is available in our stand- 
ard colors: clear, light green, medium green, or dark green. Lenses 
lock rigidly in the lightweight Tuc-Away* frame which is made of extra 
strong Plexene” plastic. Retrax* metal temples have telescoping adjust- 
ment for perfect fit. Whole Tuc-Away* weighs less than % ounce. 


THREE LENS DESIGNS now available for use in any standard Tuc-Away frame: 





INTERCHANGE 





a ; LENSES 
Regular Side Shield Full (1”) Side Shield adds New Semi-Cup Lens gives INSTANTLY 
for ordinary eye hazards ' complete side protection over 90% protection 
*T. M. REG, 


WATCHEMOKET OPTICAL CO., inc., 


PROVIDENCE 3, RHODE ISLAND 


In Canada: Levitt-Safety Limited, Toronto 12, Montreal I 
in South Africa: Keip Brothers, Johannesburg, South Africa 
In Scandinavia: Uppsala Optiska Industri, Uppsala, Sweden 
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x light, well-balanced. 

x Availability immediate. 

* Truly adjustable temples. 

| * Clear (illistrated) or Green. 
x Soft polyethylene bridge insert. 
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WATCHEMOKET OPTICAL CO., INC. * PROVIDENCE, R. 











Cuts Floor-Cleaning Time 2/3! 


Specially designed for buildings with 2,000 
to 15,000 sq. ft. of floor space 


Applies the cleanser, scrubs, rinses if 
required, and picks up in ONE operation 


Handles BOTH wet and dry work 


Self-propelled — operator merely guides 


Can be leased or purchased 


Now the labor-saving advantages of combination-machine- 
scrubbing are available to small as well as larger factories. With 
the new 418P Finnell Scrubber -Vac, small-area factories with 
2,000 to 15,000 sq. ft. of floor space can clean their floors in 
approximately one-third the time required with a conventional 
15 or 18-inch polisher-scrubber using separate equipment for 
picking up. A Finnell Scrubber-Vac speeds cleaning by handling 
four operations in one! It applies the cleanser, scrubs, rinses, 
and picks up (damp-dries the floor) —all in a single operation, 


The new 418P Scrubber-Vac can be used for the dry work 
(polishing, steel-wooling, et cetera) as well as the scrubbing. 
And all the refinements of Finnell’s larger combination machines are em- 
bodied in this smaller unit (18-inch brush ring). Has new type of water valve 
that assures uniform flow of water... powerful vacuum for efficient pickup 
(performs quietly) ...a Finnell-developed trouble-free clutch ...G. E. Motors 
and Timken Bearings. Incidentally, it’s good to know that when you choose 
Finnell Equipment, a Finnell man is readily available to help train your 
maintenance operators in its proper use, 


FINMELL SYSTEM, INC. \ wi 


Pioneers and Specialists in PRINCIPAL 





FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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Be sure to See 
THIS REVOLUTIONARY SAFETY SHOE 
On Display with the Complete Hy-Test Line 
of 


OVER 60 DIFFERENT TYPES & STYLES 
For every industrial requirement 
BOOTH 95 — STEVENS HOTEL 

National Safety Congress and Exposition 
Chicago, October 16-20 
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ZORBALL production upped 100% 


WHAT THEY SAY 
P\:1e)0) ay 4e) 1:7 18 oo 


Wyandotte’s New All-purpose 
Floor Absorbent 


Engineer—“does not get sticky or 
slippery” 


Foreman—“use only half as much” 
Janitor—“sweeps up in half the time” 


Foreman—“Jasts longer than any 
other material” 


Fire Chief —“reduces fire hazards” 


Foreman — “stands up under rough 
treatment” 





Chemist—“does not break down in 
oils or water” 





Lerball is going to be better than 
ever .. . and there’s going to be 
more of it. That's right, Wyan- 
dotte is doubling its production 
of Zorball, the all-purpose floor 
absorbent. We’re installing new 
screening equipment and a giant 
new rotary kiln. Why? Because 
more and more people are find- 
ing out that Zorball is best. If 
you haven't used Zorball yet, ask 
your Wyandotte Representative 
or Supplier to show you the Twin 
Tests. Test No. 1 shows you how 
a floor absorbent works. Test 
No. 2 shows you the difference in 
floor absorbents. Be sure to see 
them! 





THE WYANDOTTE LINE— 

all-purpose floor absorbent: 

Zorball; floor wax: Anti-Slip 
Wax; germicides: Steri-Chlor, 
Spartec; maintenance clean- 
ers: Detergent, F-100, El-Bee, Pay- 
det; detergent-sanitizers: Tri- 
Bac, Kromet—in fact, special- 
ized products for every 
cleaning need. 
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WYANDOTTE CHEMICALS CORPORATION 
WYANDOTTE, MICHIGAN 


SERVICE REPRESENTATIVES IN 88 CITIES 





yandotte 
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What’s on your mind? To share 
your opinions with other safety 
men, drop us a line. We’ll print 
all that space permits. 


Shocking 
Editor, 

Your photographs in “and Sudden 
Injury” are, for our money, the best 
out. We have all read articles on 
such happenings as you picture, but 
we seem to imagine them as “fairy 
tales” and immediately dismiss such 
thoughts from our minds. with: 
“This couldn’t happen to me.” If the 
employee sees a picture of what a 
little carelessness can lead to, it 
leaves that picture in his mind to be 
remembered when he is next tempted 
to ignore safety rules. 

As far as being too shocking, I say 
it is shocking what trying to save 
five seconds can do. Every employee 
taking a dangerous shortcut or dis- 
regarding safety rules is a potential 
publicity hound, for he may well be 
the next subject in your excellent 
feature. 

If you want our honest opinion— 
keep ’em coming. 

James H. Stark 


Safety Director 
Harley-Davidson Motor Co. 
Milwaukee, Wisc. 


e Reader Stark’s sentiments were 
shared by 46 other readers. Readers 
opposed to And Sudden Injury as 
“scare tactics” and “kindergarten 
teaching”: 2. 


What Is Carelessness? 


Editor, 

Referring to “Hand Injuries—An 
$83,000 Loss,” (O.H. August) the 
picture for Case 1—wherein the 
amputation of a finger was caused 
by carelessness—provokes a thought 
The word carelessness is an abused 
word. It is an alibi, a cover-up word 
... Of little meaning or significance 
Carelessness does not explain the 
amputation. Was the worker in- 


Continued on page 12 
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STONEHOUSE SIGNS | 


For Accident Prevention 
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According to the National Safety Council, the ; 
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costs of occupational accidents to industry average 7 
A 

nearly $40.00 per worker, including both e 
direct and indirect costs. Over the years your L 
accident costs will follow the law of averages ; 
Yr 

unless your workers wear the PROPER A 

th 

EQUIPMENT on every hazardous job. Remem- || 5 
m 

ber, AO makes COMPLETE LINES of quality : 
protective products — in goggles, respirators, : 
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clothing and gloves, i 
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American Optical Southbridge, Massachusetts 


Branches in Principal Cities 


SAFETY PRODUCTS DIVISION 
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SAFETY EQUIPMENT 


LEADERSHIP IN SAFETY GOGGLES! 


With the introduction of the NEW F4100 Metal Ful-Vue Goggle, 
AO contributes another important advance to the science of eye 
protection. Its new eyewire, endpiece, temple, side shield construc- 
tion and other features lend added comfort as well as safety and 
long service. This goggle is a helpful and welcome addition to 
AO’s extensive line, totaling over twenty types of safety goggles for 
every industrial purpose. 


LEADERSHIP IN RESPIRATORS! 


Judge the completeness of AO’s respiratory line by the fact that AO 
respirators protect against more than 150 gases, vapors, dusts and 
mists encountered in industrial operations. Judge the quality of 
AO’s respiratory line by (1) its wide acceptance by industry (2) 
the incomparable facilities of AO’s research laboratories (3) the 
skill of experienced workers with a /ong tradition of quality work- 
manship and (4) the safeguard of rigid inspection standards. 


LEADERSHIP IN PROTECTIVE CLOTHING! 


As with AO goggles and respirators —so with AO protective 
clothing where workers require the finest in working comfort, 
safety and serviceability against flame, heat, sparks, metal splashes 
and rough stock. More and more safety directors and workers 
agree that AO gives most for the protective clothing dollar — 
whether the product be gloves, handpads, mittens, finger guards, 
Coats, jackets, leggings, sleeves, spats or aprons. 
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Call Your Nearest 

AO Safety Products 

Representative for 

the complete line 
in Industrial 


Protection 


@ He represents a complete 
source of supply which saves 


time in selection, ordering and 
delivery. 


@ He represents @ quality source 
of supply —the AO name is 
an established name in indus- 
trial protection wherever a gog- 
gle, a respirator or protective 
clothing is worn. 


@ He is handy to you —in one 
of nearly 300 American Opti- 
cal Company branch offices 
conveniently located in all 
principal industrial centers. 





See AO Products at Booths 79-80-83 
at National Safety Congress Show, 


Chicago, Oct. 16 thru Oct. 19. 
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for nant of protection, a toe nas lost : 
for nant of a toc, man-hours neve lost 
For want of man-hours production was lost 
For mant of production, goad will nas lost 
For want of goad will profits were fost 


tad all for the nant of a safety shoe 
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... To Help Keep Employees on Their Toes... to 
Cut Your Accident Costs...Get These Colorful 
Posters (Without Advertising) Now! 

Write: SAFETY FIRST Shoe Company, Holliston 5, Mass. 


prmaetaa ar emake eiewnininininmarentanaaenetiy 
a: —_ Sets of 3 FREE 





Posters 


\ 
At Safety First Shoe Co. 
\ % HOLLISTON 5, MASS. 
F Gentlemen: 
PAYING TOO MUCH Please SENd cnnesmnun (quantity) 
FOR TOES? sets of three Foot Safety Posters 


The guy who poys too much for toes P 
without advertising. 
ts he whe hes not heard the news: ( ) 
pays to wear your Safety Shoes.” 


(Torture, lost time other woes) 
Also send your illustrated 
booklet ‘’Pioneering An Industry’’. 





Name 

Title 

Company iiotiddienci bento 
Address 
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structed properly? Was he told not 
to lean his hand on the machine? 
Was the machine guarded? Was he 
properly selected for the job? Did 
he have a hangover? Did he have 
good illumination? I have indicated 
a few reasons why the worker may 
have been injured. The point is that 
the bland use of carelessness does 
not explain the accident. I have 
campaigned against it for a long 
time, until now its very mention 
brings to me a feeling of repugnance 
. . . Eliminate the use of the word 
carelessness from the vocabulary of 
industry. 

R. A. MeVety 
Safety Director 
Remington Rand, Inc. 
New York City 


e The circumstances of Case 1 (O.H., 
August, page 24): a fellow worker 
came over to talk with the operator 
of the machine pictured. The con- 
versation had nothing to do with 
their work—just passing some time. 
While chatting, he—the visitor — 
absent-mindedly placed his hand 
where the moving carriage of the 
machine clipped it. 


Resuscitation Method 
Editor, 

Regarding the inquiry by A. R. 
Sutton (Letters to the Editor, Aug., 
O.H.) as to whether the Emerson 
method of artificial respiration (de- 
scribed in May O.H.) is being used 
as yet by any life-saving groups, a 
good deal of study has been made of 
the method; and a very important 
article describing it . . . will appear 
in a forthcoming issue of the Journal 
of the American Medical Association. 
These researchers are most enthusi- 
astic about the Emerson method. 

Mr. Emerson lives in Arlington 
(Mass.) on the shore of a large pond 
and last winter saved the lives of 
two boys who fell through the ice 
and would have drowned but for his 
prompt and skillful rescue. For this 
act he received a letter of commen- 
dation from the Selectmen of Arling- 
ton, and it is probahly by this action 
that their attention was drawn to his 
work in artificial respiration and to 
the possibilities of his method. 

David L. Garrison 
J. H. Emerson Co. 
Cambridge, Mass. 
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Aerotec Model 70 
showing dust bin 
in position. 


Project and Sales 
Engineers 








Aerotec Integrals cleaning dust laden air for 
pre-electroplating buffing of steel tubing. After 
cleaning, air is safely exhausted to room. 


Weary’ AN \ 
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@ High collection efficiency over 


a wide range. 
Constant suction at hood. 
Continuous discharge. 


No fire hazard. 


Long life. 


Easy maintenance. 


Health requirements in indus- 
try are stricter today than ever 
before, and will continue to be- 
come more strict in the future. 
Particularly is this true in the 
case of workers exposed to dusts 
of a type and concentration that 
create a respiratory hazard. 

This problem has created a 
need for more efficient air clean- 
ing devices that will provide a 
high constant efficiency, and the 
Aerotec Integral Collector was 
developed to fill such a require- 
ment. This unit is really a series 


collector composed of a large 
cyclone, for collecting the larger 
dusts, and a series of highly ef- 
ficient small diameter tubes for 
the finer dusts. 

The Aerotec Integral also pro- 
vides safety against hazards of 
explosion due to high dust 
concentration. 

Equipment of this type, to 
meet these requirements, must 
be the finest made...and Aerotec 
offers the integral as a “‘premium 
collector”’ . . . designed to provide 
the highest constant collection 
possible, for long, maintenance- 
free periods. The only attention 
required is a periodic removal of 
dust in the hopper bin. Sizes 
available from 300 to 2100 CFM 
with a suction at the inlet of 5 
W.G. Efficiency chart on the left 
shows high collection possible 
with the Aerotec Integral. 

Write our project and sales 
engineers for details. They are 
specialists in solving specific dust 
problems. 


THE THERMIX CORPORATION Greenwich, Conn. 


Canadian Affiliates: T. C. CHOWN, Ltd., 1440 St. Catherine St. W., Montreal 25, Quebec; 50 Abell St. Toronto 3, Ontario 


Manufacturers A E R 0 T E C C 1] g Pp 0 4 AT } 0 se Greenwich, Conn. 
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WINGUARE S; 


NEW NOUN FOR SAFETY APPLIANCE DICTIONARIES ¢ 











The WINGUARD story is quick to read. WINGUARDS are the same steel box |toes 


you have always specified in your safety shoes — same gauge — same high 





carbon steel — same austempering — except that their gently curved rear edges 
develop into “vital triangles” of wall metal that extend rearwardly along the shoe 
sole line to provide proper dome support under conditions of excessive toe spring. 
Toe spring is your shoemaker’s term for the vertical distance from the end of the 
toe to the horizontal plane of the ball and heel of the shoe. In unworn shoes — 
where toe accidents don’t happen — toe spring is moderate. In worn shoes — from 
the first day of wear — toe spring progressively causes the steel box toe to infline 
rearwardly until it overhangs the human toe members completely unsupported in 
the area where support is most needed. WINGUARDS’ unique architecture ingures 
reinforcement of the toe dome at the critical corner points no matter how exag- 
gerated toe spring becomes. WINGUARDS cover more of the toe hazard area jand 
present more bearing surface against the outside leather than conventional #teel 


box toes. Their wings fight against downward and outward collapse while offering 


no resistance to normal foot flexion. 
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Prove to yourself the need for WINGUARD story. WINGUARD 


WINGUARDS’ improved support 
of the toe dome. Cut open a worn 
safety shoe without disturbing its 
toe spring. Sight the exposed steel 
box toe —side view —at eye 
level, as we have done for you on 
this page. If the “vital triangles” 
are missing, talk it over with your 


400 steel toes for safety dress 
and light work shoes are available 
now. WINGUARD 500 for rugged 
safety work types is in tool-making 
preparation. WINGUARD 600 for 
protective rubber footwear is 
on blueprints. WINGUARDS are 
patented. Your shoemaker’s license 
















shoemaker. He too, knows the is royalty-free. 





UNSUPPORTED 


SUPPORTED 


Write for descriptive bulletin on WINGUARD 400, the sleek new 
dress toe profile for smart safety oxford styling. Read how #400's 
style appeal can get you more voluntary toe safety coverage. 








i SAFETY BOX TOE COMPANY, 812 Statler Office Building, Boston 16, Massachusetts, subsidiary 
ARDS | of Beckwith Manufacturing Company, world’s largest manufacturer of shoe foundation materials. 
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Plastic Frame 



































Metal Frame 
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Protection « Comfort « Appearance 


...the most complete line of safety spec- 
tacles with Super-Tough* lenses gives you ’ 
all three in metal or plastic frames. You'll q Style AV 

find WILLSON safety spectacles an ideal com- Hi-Line Metal Frame 
bination of strength, comfort and good looks. 
And you need al/ three to get full cooper- 
ation from workers who must wear eye pro- 
tection. See our new catalog for complete 
information. Get it from our nearest distribu- 
tor, or write direct to WILLSON PRODUCTS, 
INC., 209 Washington Street, Reading, Pa. 


VWADLICSOIN 


Dependable Products Since 1870 
*T.M. Reg. U.S. Pat. Off, 
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New C2 OMOKT LAST nn 


for work shoes ru cor ae PATTERNS 


UPPERS 
SNUG FITTING 


Following two years of field tests all Iron HEEL 
y 
Age work shoes and hi-cuts are now 
sy being made around a new, scientifically 


proportioned last. This improved Iron 
Age construction is exclusive in the safety -_ 


shoe field. It brings new comfort, longer ° Stan.” No. 698—one of six | 
e ‘ 3 - styles of Iron Age work 
wear and improved appearance to all Iron . et dein aictin eae 


comfort last. 


= Age heavy duty safety shoes. 


@ STEEL SUPPORTING 


GREATER FOREPART ARCH 


FREEDOM —— 4 


S PERFECTLY BALANCED 


CONSTRUCTION 





New DuPont MAO PAPENE 


coated rubber safety shoes 





0. 26X—one of four 
les of Iron Age steel : fron | 
ped rubber work shoes : Age 
pnd boots now Neoprene 
coated, 
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Precision machines in the hands ( Manufacturers of: RS. 


. : : EYE PROTECTION: 
of skilled workers producing KIMBALL Spectacle Goggles, Welding 


: Goggles, C ition Gog- 
Safety Lenses for eye protection of ea TS papa las 


HAND PROTECTION: 
Gloves; Welder’s, Asbestos, 
Steel Stitched, Mittens; Weld- 








American Labor. In the lense grinding 













a department of Kimball Safety er’s, Asbestos, Steel Stitched. 
Product’s new modern plant, BODY PROTECTION: 

Clothing; Wool, Flame-Proof- 

clear or tinted lenses are ed Corton. Leggins and Spats; 


Leather, Asbestos, Flame- 
ae P Proofed Cotton. a 
ground to prescription speci- 4 








APRONS: 
fication. Customer satisfaction Leather, Asbestos, Flame- 
Proofed Cotton. 
is absolutely guaranteed with oa 





every pair of KIMBALL safety lenses. 
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Bring your message to their attention quickly, forcefully, effectively, yet unobtrusively by using al 


WAGNER CHANGEABLE COPY DISPLAY 


Here’s a potent medium for use in employee relations programs and safety promotion. The message of yesterday is easily 
changed in a few seconds to a freshly interesting message for today. Letters in a variety of sizes and colors are available in 
both translucent plastic or aluminum silhouette. The mounting frames may be simple or elaborate. 
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The Gimerican Pulley Company 





ml (THINGS YOU SHOULD OR WOULD LIKE To KNOW 
| APPEAR HERE PROM DAY TO DAY 
SO GET THE HABIT WHEN YOU PASS BY 
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TO WIN OUR NEXT PRY : 
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PLENTY OF TIME 
FOR CUSFOMERS 


OUR HATS ARE. OFF 
~TO GEORGIA NEON 











USE THE COUPON WAGNER SIGN SERVICE, INC. 
TO OBTAIN 


357 S. Hoyne Ave., Chicago 12, Ill. 
PI 
FURTHER DETAILS ease send details and free catalog on Wagner 


Changeable Copy Display. 
AND CATALOG : 9 py Display 
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MINE SAFETY APPLIANCES COMPANY 


BRADDOCK, THOMAS AND MEADE STREETS ...... . PITTSBURGH 8, PA. 


At Your Service: 54 BRANCH OFFICES in the UNITED STATES and CANADA 
Cirele No. 17 on reader service card for more information. 
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What Causes A 
Static Spark ? 


By ROBERT BRENNER 
and J. H. MATHEWSON* 


OVERING all the situations in which static electric- 

ity can—and does—create a dangerous fire hazard 
would take volumes: a systematic approach to meeting 
and eliminating such hazards can, however, be outlined 
through an understanding of how static electricity is 
caused and the way it behaves. 


Three conditions create static sparks 


In order to have an electrostatic spark, three condi- 
tions must be present at the same time: a static generat- 
ing mechanism, a storage medium for the electricity, a 
discharge path for the accumulated charge. 


e The processes or operations in industry which gen- 
erate such charges are many. The flow of liquids, dusts 
or gases in pipes or containers, agitation of solids or 
liquids, transmission machinery action, movement of 
people or vehicles and natural phenomena (induction, 
lightning) are well-known generators. In many engi- 
neering systems, several of them may be present to- 
gether. 


e These charges are usually quite small and must be 
stored until a sufficient accumulation has been built up. 
Any conducting object which is sufficiently well insul- 
ated to prevent the charge from escaping will serve 
as an accumulating medium. 


e The third condition for a spark—the discharge 
path—enables the condenser or accumulator to lose its 
stored charge: usually this path is an air gap. It is 
important to recognize that this gap must be considered 
relative to such factors as potential difference across 
the plates, as well as their size and shape. 

Analyze your engineering system for places in which 
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Demonstration of Static Electricity 


Procedure: A man, insulated from the floor by paraf- 
fin blocks, pumps a pair of bellows (containing a 
tablespoon of jeweler’s rouge) for 10 seconds. Then a 
small metal rod was held near an oxy-acetylene torch 
from which gas was escaping. The man holding the 
torch was not insulated from the floor. 


Analysis: Working the bellows in the presence of solid 
particles ‘uilt up an electrical charge. The man’s 
body, insulated from the ground, stored the charge 
When the tip of the rod was close enough to the torch 
to overcome the potential difference between them, 
the discharge occurred, lighting the torch. 


Application: Three conditions are needed for an elec- 
trostatic spark—-1) a generating mechanism, 2) an 
accumulating medium, 3) a discharge path. Remove 
one of them, and there can be no spark. 


Photo courtesy Southern California Gas Co 














Five plant survey shows 


42% of workers have sub-standard vision 








Number 


Number 








Percent 
Tested Defective Vision Defective Vision 
| Plant A 
Metal lithographing ..... ett 173 74" 41% 
Plant B | 
CORR TINO, sk het 74 34 46% 
Plant C | 
Stationery printing -................... 185 72 39% 
Plant D 
Siiver eervice: Mig. ........20cn.08 188 79 42% 
Plant E 
Glass containers mfg. .........---.--- 229 95 42% 
Plant A 
Second survey at end of 
WOOT GROTON  cccccoccscstammmtinions 126 35 28% 
Note: This tabulation does not include pre-placement tests that are given to 
new employees during the year. 





An Eye-Saving Program 


for plants that employ 


fewer than 500 workers 


OW can small plants provide 

adequate vision conservation 
programs for their workers, despite 
the limitations of funds and person- 
nel? The answer to this puzzler is 
being put to valuable work in Balti- 
more. Organized and administered 
by the Maryland Society for the 
Prevention of Blindness under direc- 
tor Robert O’Shea, the Baltimore 
plan has proved both the need (see 
chart) and the practicality of con- 
tinued attention to the eyes of 
workers in small plants. 


Three-part program 
spots sub-par vision 


Eye testing gives only half of the 
vision conservation picture: the pro- 
gram developed in Baltimore covers 
the entire problem—and deals with 
all phases of it. 


First, visual skills were measured 
by Society examiners, using equip- 
ment leased from a manufacturer. 
Fees for the service were based 
roughly on number of employees, 
and ranged from $50 per year (for 
plants with less than 25 workers) to 
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$500 (for plants with the maximum 
of 400 workers). This low cost— 
about one-sixth of a company’s cost 
to operate its own vision tests—was 
possible since the Society handled all 
of the administrative details. 


Second, a comparison of each 
worker’s visual skills and the mini- 
mum requirements of his job is pos- 
sible, thanks to standards established 
by plant surveys conducted in co- 
operation with Purdue University 
and the local safety engineering 
club. Workers with adequate vision 
are advised on caring for their eyes. 


Third, employees with defective 
vision—and over 40 percent of all 
workers tested when the program 
was started fell in this group—were 
notified and advised to obtain a com- 
plete examination from a qualified 
eye doctor. To make it easy for 
workers to follow up on this advice, 
a partial listing of qualified, inter- 
ested ophthalmologists and optom- 
etrists was included with the refer- 
ral. This has been of great help in 
encouraging workers to act on the 
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All Chrysler medi 
for 300 wor 
lay=« 


DEQUATE equipment and qual- 
A ified personnel to use it are the 
first two requisites of an efficient 
industrial medical service. But they 
alone are not enough. Enabling dis- 
pensary staffs to perform routine 
placement physical exams and treat 
emergencies calls for well planned 
facilities. 

In order to secure dispensaries 
that permit rapid handling of all 
cases, Chrysler Corporation’s medi- 
cal department took a page from the 
production departments manual of 
material handling methods. 

Factors to be considered: All equip- 
ment and materials must be ar- 
ranged in such a manner that they 
are readily accessible for emergency 
use. General lay-out should create 
a one-way flow of traffic to speed 
processing of routine examinations 
and clerical fact-finding, avoiding 
confusion and crowding in limited 
space. 

Application of “flow” principle: The 
floor plan on the opposite page 
shows how Chrysler dispensaries are 
planned with traffic factors in mind. 
This is a typical use of the flexible 
basic pattern which all divisions ap- 
ply. Like an expandable house, this 
basic pattern can be adapted to 
plants of all sizes: the centrally lo- 
cated treatment room is surrounded 
by special facilities; the placement 
of clerks and compensation advisor 
aid in obtaining complete facts on 
each case without interfering with 
treatment. For smaller plants than 
this one (the main plant in Detroit), 
the adjacent special treatment rooms 
are eliminated. For larger ones, the 
general treatment room is enlarged 
and more small treatment rooms are 
added. 


OCCUPATIONAL HAZARDS 





er 
30 


ret 


sev 
at € 
fic 


: pro 


still 









‘owispensary Traffic 


medig@f#ters—whether 
| work 3000 — use a basic 


lay-@@peed treatment and processing 










os" 
MEN'S EXAMINATION | 


TlTT oe 
4 





jual- 
e the 
cient 
they 
 dis- 
utine 
treat 
nned 




































aries 
f all 
1edi- 
1 the 
il of 


juip- 

ar- 
they 
ency 
-eate 
peed 
tions 
ding 
1ited 

















Key To Floor Plan 12 Linen Supply 
1 Men’s Ward 2 Women’s Ward 13 Eye Treatment Room 
3 Men’s Therapy 4 Women’s Therapy 14 Dressing and Treatment Room 
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5 Sterilized Lab Supply Storage Room 15 X-ray Room 






6 Operating Room 16 Examination Clerks 17 Washrooms 






7 Doctors’ Office 8 Nurses’ Room 18 Women’s Examination Room 






9 Compensation Director 19 Dark Room 20 Waiting Room 
10 Medical Clerks 11 Waiting Room 21 Lobby Entrance From Street 







Traffic moves around these two focal points 







The pylons around which traffic circles in Chrysler Personal data is taken and eyes are tested (A), then 
examination and treatment rooms are pictured above. men undress in privacy (B) and are examined by doc- 
At the top is a medical supply cabinet which permits tors who can check one man while another is getting 
several cases to be treated at the same time. Developed ready. From this feeder line, applicants go to X-ray. 
at Chrysler, it contains all necessary medications. Traf- Another bottleneck, common to medical departments, 
fic moves around it (solid arrows). is record-keeping. Next month, OH will present three 

The examination room (lower photo) is planned to medical forms that Chrysler medical administrators 
process job applicants rapidly (broken arrows) and have developed to keep all necessary data, and still 
still require only a small medical and clerical staff. trim excess weight off file cabinets. 
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Magician to industry—Ciyce PR. Powell, nation- 
ally-famous magician and hypnotist will “wow” your workers with 
his unforgettable demonstrations at your safety meetings and clinics. 


Write for complete folder about this*exciting guest lecturer, available 
without charge. Bookings 6 months in advance. 
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foot safety Take the full treatment... 


Woking safety shoes available to your employees , f 
Ws only the first step in a Foot Safety Program. You still 
Whove to sell your people on all the advantages they 
get out of wearing a pair. You get that service free with 
/ 
j 










Mevery pair of Lehighs . . . a complete package of 
ducational lectures, displays, literature, promotion and fitting 
ids that have helped to build outstanding foot-safety 
ecords in hundreds of plants, large and small. Put it to work in 
our plant . . . now. It doesn’t cost you a penny! 











every day is e 
Monthly poster | Feiss Special order 
service—These dra- didn't weer ¢ service—his 


wf 
@matic posters keep reminding your 


employees about foot-safety and 
Bsafety shoes. 12 x 18, they'll fit any 

plant bulletin board, carry no 
Modvertising. FREE in any quantity for 
@posting throughout your plant. 


satety shoes 


complete Catalog-Poster at 
central points nena 
your plant enables your 
workmen to order any of 
Lehigh’s 45 different styles —~ 


from our factory stock! No ee 


extra stock for you to carry. 


6. Shoe sizer | 


No man will wear a pair of 

safety shoes that don't fit per- 

\ fectly. This simple Shoe Sizer soe“ 
shows accurate length and width =— 


at a glance. It’s FREE. (= 





~~ Pay envelope 
| gg , stuffers—An illus- 


ated leaflet that explains in simple 
M@ferms any workman can understand, 

hy it pays to wear safety shoes in : 
nd out of the plant . . . shows four ! \e° 
Bopular styles. Available FREE in jou! “FF 


Mvontity to cover your payroll. 





+yr 


—and, of course, the SHOES 

@ 45 different styles in leather and 

rubber designed to lick every foot- 

hazard in industry. Handsome new 
styles your men will buy for dress 















MW Expert shoe fitting service—A Lehigh 


@ expert will visit your plant... work with your own as well as work-wear . . . tough, 
@lety organization as long as may be required to set up a heavy-duty types backed by a 
Boot Safety Program. He'll fit your employees . . . set up this 20-year reputation for the 

a ermanent Record Card system, all at NO CHARGE. - best in design and fine qual- 

: ity at the lowest possible 


price! 
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How The Program Started 


For several weeks, E. F. Chittenden lay blind 
in a hospital bed, not knowing whether he would 
ever see again. Can you imagine the thoughts 
that whirl through the mind of a man who 
thinks that he will never see his wife, or his 
children? How will he support them? What will 
become of him? 


Luckily, Mr. Chittenden regained his vision; 
but the impact of those sightless weeks stayed 
with him. His own experience during this time 
gave him the key to teaching workers eye safety 
—not by telling them, but by showing them 
what it’s like to be blind. The program des- 
cribed on these pages is the product of that 
experience. It is one of the most potent courses 
in safety salesmanship that we have ever en- 
countered. 


Mr. Chittenden is Director of Industrial Rela- 
tions for Unitcast Corp. (Toledo, Ohio). The 
program, copyrighted ‘‘Let’s Pretend,’’ was 
developed by him and G. A. Zang, Unitcast 
Safety Director. An experienced showman, Mr. 
Zang spotted the tremendous dramatic possi- 
bilities of such a presentation: together they 
formulated a package program, applicable in 
any plant. 
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What is it like to be blind? Men understand life in darkness by attempting every-dahings, 


OU can sympathize with a blind man’s problems, 

but you can’t appreciate them: the stumbling, 
groping uncertainty that is living by touch and sound is 
a horror that only the sightless can know. If it were 
possible for workers to really feel the constant panic of 
living in darkness they wouldn’t take chances on losing 
their sight. 

This is the thinking behind the eye safety program 
developed at Unitcast Corp. by E. F. Chittenden and 
G. A. Zang. Faced with the need for a rejuvenated 
safety plan, they wrestled with the basic stumbling 
block of all such programs—ineffective communication. 

The problem was to reach each worker directly, give 
him a personal jolt and make him want to do something 
to protect himself. 

e Conventional methods always run into a psycho- 
logical dead-end. That dead-end is the inability of the 
worker to believe that “this might happen to me.” 
Coupled with it is the failure to fully understand the 
effect an accident might have on his life. 


A cafeteria meal 
started a program 


The eye program started with an experimen: in the 
company cafeteria. After hearing a lecture on eye safe- 
ty, foremen and supervisors were served a meal and told 
to eat it blind-folded. Food and utensils were precisely 
arranged and the men were told where everything was. 
As they ate, they were read a paper on a typical day 
in a blind man’s life. There was no comment when the 
session was over, and it looked as though the demonstra- 
tion had fallen flat. 

Within 48 hours, however, it was discovered that 
foremen who had never worn eye protection were asking 
for glasses: in a few days, the company’s entire stock of 
goggles and spectacles was exhausted. Doing a taken- 


OCCUPATIONAL HAZARDS 





for- 
was 
con: 
safe 
syst 
enc 
safe 


No 
at | 


exp 
acti 
ing] 
cuts 
eacl 
Wit 
one 
wat 
can 
fing 
bru: 
pow 
wal 


He 


pro 


safe 
ally 
to 

em, 
sub: 
vie 
tenc 
spec 









y-dahings, like... 


























Pa OR 








o<s 7S &i oO 








ghting a smoke. 


for-granted act like eating a meal 
was suddenly transformed into a 
confusingly difficult chore. Unitcast 
safety men had found a workable 
system for piercing worker indiffer- 
ence and making the need for eye 
safety a very real, personal one. 


No spectators permitted 
at program sessions 

From that start, the program was 
expanded to include many common 
actions which we perform unthink- 
ingly many times each week (see 
cuts). Without eyes, a man finds 
each of them a frightening problem. 
With practice, he will learn to place 
one finger inside a glass to gage the 
water level and prevent spilling: he 
can learn to make a trough of two 
fingers on either side of his tooth- 
brush so that he won’t pour tooth 
powder all over himself. But, who 
wants to? 


Here is how the 
program is organized 

The meeting opens with a talk on 
safety, covering the subject gener- 
ally at first—then narrowing it down 
to eye protection. Then, to help 
emphasize the importance of the 
subject, workers are invited to “pre- 
view” blindness. Everyone who at- 
tends participates. There are no 
spectators. They are told to open 
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Foot Care Clinic 


HEN my feet hurt, I ache from the floor all the way up: this is the 
\¢ usual worker complaint that many plants have taken steps to eli- 
minate. One such company is Lever Brothers, Ltd. (Toronto) which 
provides a foot clinic for all employees. In addition to providing safe 
floors on which to stand and promoting correct safety footwear, the foot 
clinic helps cut fatigue by checking trouble at the source. 

Supervised by a qualified chiropodist, who spends four hours a week 
at the plant, Lever’s clinic makes free examinations and gives minor 
treatment (available at the plant health center) when required. Cases 
requiring more extensive treatment are referred to chiropodists outside 
the plant. 

e Benefits of the plan: employees get expert advice on foot care 
and treatment without losing much time off the job. The clinic is pub- 
licized by giving workers who visit the health center specific advice on 
foot care. Attendance at the clinic is on the rise due to this device—last 
year 836 visits for advice and/or treatment were recorded by Lever’s 
foot clinic. Most common ailment: corns, calluses, plantar warts and 
fungus infections of the nails. 


American Foor Care Institute outlines an industrial program 


Answering the growing interest in the subject, the American Foot 
Care Institute has drawn up plans for a typical podiatric clinic, including 
cost estimates and suggestions for tying the program in with regular 
medical facilities. 

Minimum equipment cost is about $750 for plants which already have 
X-ray and physical therapy equipment. This total is for a single exam- 
ination room in a plant needing the services of one chiropodist. 

Part-time professional services suffice for most plants, the Institute 
says, calling for not much more than an hour each week. Contract cost 
for this service runs about $1,000. The Institute furnishes promotional 
posters and leaflets (on the need for safety shoes, fitting, treatment, 
etc.) to help boost the program. A copy of the plan is available from the 
Institute, 1775 Broadway, New York City, 19. 






CHIROPODIST Dr. Norman Foote spends four hours a week at Lever Brothers 
Toronto plant, last year gave advice and minor treatment to 836 workers. 





Should We Run Our Own Cafeteria? | 


YES, they give a check on 
nutrition, boost worker good-will 


COMFORTABLE cafeteria or lunchroom enables 
is workers to relax and enjoy a nutritious 
meal: both the relaxing and the meal itself are 
valuable morale-production boosters, hygienists tell 
us. Getting away from the work area—instead of 
eating a packed lunch on the job—and lunching in 
clean surroundings gives workers an opportunity to 
forget the grind for a while. 

e Companies who operate their own lunchrooms do 
so because they feel that it gives them a better chance 
to observe and meet the nutrition needs and prefer- 
ences of employees, as well as maintain the required 
high sanitary standards. Correctly balanced diets are 
sound approaches to worker welfare. 

e The cafeteria can be a strong industrial relations 
aid too. Employees like the idea of the company 
operating the food service: in several plants, em- 
ployee representatives work out lunch program de- 
tails with the company cafeteria manager. In some 
cases worker committees meet with the manager 
from time to time to talk over service problems. A 
west-coast printing plant even makes its lunch room 
a public relations instrument by inviting the em- 
ployees of customer companies in the neighborhood 
to use it. 

e An added incentive to company management is 
the complete control gained over administrative costs. 
Menu planning and food purchasing can be watched 
closely. Labor supervision can be uniform too, so that 
the cafeteria workers are held to the same rules as 
plant employees. 














NO, they are too tough to 


manage economically and well 


PERATING a service that is completely foreign 
O to its regular business is usually a headache— 
often a money loser—to a company. This doesn’t 
mean that contracting with an industrial food service 
operator will definitely prevent a loss: agreement 
forms vary; but the company usually pays a stipu- 
lated amount, and profit or loss are shared on a pre- 
arranged basis. 

e The company can still retain some control over 
prices and menus, but let the contractor worry about 
the administrative details. Since they are specialists, 
food service operators should be able to handle the 
job more smoothly than could the plant management. 

e Personnel problems are eliminated under the 
contract type of operation. Adequate staffs of relief 
personnel are retained to be called in case of illness, 
etc. 

e Employees tend to be less critical of the menus 
and service when they know that it is managed out- 
side and the company has nothing to do with the 
lunch room operation. Menus may not be as exciting 
as when planned by company employees, but dietary 
standards are maintained. 

e Contract operators can nearly always do a sharp- 
er purchasing job than can company cafeteria mana- 
gers. They can buy in larger quantities, gain econo- 
mies in both food and _ service supply items. 
Contractors stress the importance of having contract 
terms carefully defined to avoid misunderstandings 
and give plant management an idea of what the ex- 
penses will be. 








Other facts turned up by the poll: 


Small Plants Can’t Break Even 


It is estimated that almost half of the nation’s 25,000 companies employing more than 100 workers 
provide some sort of food service for their employees. A survey conducted by the Paper Cup and Con- 
tainer Institute reveals that, for the small plant, such facilities are bound to be losing propositions. 


between 50% and 80%. Packed lunches accounted 





Inflexible work schedules make lunch rooms imprac- 
tical in some small plants: everyone can’t eat at 
once. Automatic machinery set for certain periods 
leaves odd lunch hours. 

Patronage of plant lunch rooms never approaches 
100%. Only 5 plants (out of 26) said that they 
fed 80% of their workers, 7 estim:ated somewhere 


for as many non-patrons as outside restaurant 
competition 

Length of lunch hour affects patronage. Shorter 
lunch hours keep more workers in the plant, help 
keep more workers in the plant, help cafeteria 


Continued on page 45 
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A flower 


for your buttonhole 
»e VERY day! 


visit Booth 137 at the 
Safety Convention... 
to get your fresh “mum” daily 


and meet 
your (or distributor 


ATLANTA, GA. —Guardian Safety Equipment Co. 
BIRMINGHAM, ALA.—Safety Engineering & 
Supply Co 
BOISE, 1\DAHO—Universal Safety & Fire 
Equipment Co., Inc 
BOSTON, -MASS.—General Equipment Corp 
BUTTE, MONT.—Montana Hardware 
BUFFALO, N. Y.—American Alisafe Co., Inc. 
CASPER, WYO.—Union Supply Co. 
CHATTANOOGA, TENN —C. D. Genter Co 
CHICAGO, ILL.—Protective Equipment, Inc 
CINCINNATI, OHIO—Williams and Company, Inc. 
CLEVELAND, OHIO—Williams and Company, Inc. 
COLUMBUS, OH!IO0—Williams and Company, Inc 
DENVER, COLO.—Union Supply Company 
DETROIT, MICH —Seco Safety Products Co. 
GRAND RAPIDS, MICH.—Seco Safety Products Co 
HOUSTON, TEXAS.—Allied Safety E quip., inc. 
INDIANAPOLIS, 1ND.—Orr Safety Equipment Co 
JACKSONVILLE, FLA.—Byron Thompson Co. 
KANSAS CITY, MO.—Safety Inc 
LITTLE ROCK, ARK.—Fire Appliance & Supply Co. 
LOUISVILLE, KY.—Orr Safety Equip. Co. 
LONG BEACH, CALIF .—Dealer, Western Surgical 
Supply Co. 
LOS ANGELES, CALIF.—Dealers, 
Amazol Company 
Dickson Safety Prod 
Golden State Supply Company 
Guardian Safety Equip. 
R. L. Scherer Company 
Western Surgical Supply Co. 
MIAMI, FLA.—Medical Supply Co 
MILWAUKEE, WIS.—Protective Equipment, inc. 
MEMPHIS, TENN.—Kay Surgical Supply Co. 
NORTH HOLLYWOOD, CALIF .—Dealer, Swift 
Laboratories, Inc 
ORLANDO, FLA.—Byron Thompson Co. 
PITTSBURGH, PA —Williams and Company, Inc. 
POCATELLO, |1DAHO—Universal Safety & Fire 
Equipment Co 
PORTLAND, ORE.—J E. Haseltine & Co 
ST. LOUIS, MO.—Safety Inc. 
SAN BERNARDINO, CALIF.—Dealer, Western 
Surgical Supply Co. 
SAN DIEGO, CALIF .—Dealer, Western Surgical 
Supply Co. 
SALT LAKE CITY, UTAH—Universal Safety & 
Fire Equipment Co., Inc. 
SAN FRANCISCO, CALIF.—Brenton Equipment Co. 
SEATTLE, WASH. —J. E. Haseltine & Co 
SPOKANE, WASH.—J. E. Haseltine & Co. 
TACOMA, WASH.—J. E. Haseltine & Co. 
TOLEDO, OH1O—Williams and Company, Inc. 
TULSA, OKLA.—Guardian Safety Equipment Co. 


M 


Medical Supply Company 
ROCKFORD, ILLINOIS 


Circle No. 20 on reader service card. 
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Announcements 
By Suppliers 


John Liautaud, for many years a 
familiar figure in the manufacture 
of safety equipment, recently formed 
a new company. The new firm, Fen- 
dall Company, will make face shields, 
goggles, helmets and other head and 
eye protection equipment. Com- 
pany offices are located at 4631 
North Western Avenue, Chicago. 


Guardian Safety Equipment Company, 
Atlanta, has been appointed Geor- 
gia-South Carolina distributor for 
Chicago Eye Shield Co. head and eye 
protective equipment. Heading the 
new distributorship will be John M. 
Walter. His headquarters are locat- 
ed at 427% Moreland Avenue, At- 
lanta. 


Kirk & Blum Mfg. Co., Cincinnati, 
dust and fume control manufacturer, 
recently acquired the plant and pro- 
perty of the Cincinnati Planer Co. 
Eight acres of ground and 100,000 
square feet of manufacturing space 
will enable considerable expansion 
of Kirk & Blum’s manufacturing and 
warehousing facilities. 


Association 
Activities 


October 12 through 14 are the 
dates for the third annual Gulf Coast 
Regional Conference on Industrial Health. 
Organized by the Houston (Texas) 
Chamber of Commerce, the meet 
will take place in Houston’s Rice 
Hotel. Problems created by the in- 
dustrial migration to the Gulf re- 


gion will be discussed, and an in- 
dustrial waste symposium will be 
conducted simultaneously with the 
conference. 


The Industrial Safety Equipment As- 
sociation, at its annual meeting in 
White Sulphur Springs, (W. Va.), 
elected the following officers: pres- 
ident, C. H. Gallaway (American 
Optical Co.); vice president, E. L. 
Wheeler (Wheeler Protective Ap- 
parel, Inc.); directors, E. H. Brooks 


1.8.E.A. President 
Gallaway 





(Safety Clothing & Equipment Co.), 
G. P. St. Clair (Medical Supply Co.), 
F. R. Davis, Jr. (Davis Emergency 
Equipment Co.), S. C. Herbine 
(Willson Products, Inc.) Retiring 
president E. L. Dickson (Standard 
Safety Equipment Co.) will continue 
to serve on the board of directors. 


The 13th annual industrial safety 
conference of the South Carolina In- 
dustrial Commission will be held in 
Columbia at the Wade Hampton 
Hotel on November 28 and 29. 


Continued on page 35 








“‘Gets the Grime— 


“SAFETY HINT” 


Cleanse the pores —and 
you'll have healthy skin 


“SPOOK’’ Waterless Hand Cleaner loosens stubbornly-embedded 
dirt and grime which ordinary cleaning cannot touch. ‘“Medi- 
cated”, soothing, 
easy to use an 


healing—helps combat dermatitis. Grit-free, 


saves valuable time. Merely rub on—wipe off 
with dry cloth or paper towel. Leaves hands clean and healthy. 


Will Remove 


GREASE — RUBBER — TAR — PAINT — SHELLAC — PITCH— 
ALUMINUM — CARBON — PRINTERS’ INK — CEMENT, ETC. 
A “Heavy-duty” 


hand cleaner—yet truly kind to all types 
of skin. 


WRITE FOR eon ie "2 COMPLETE INFORMATION 
—GIVING NAME 


SPOOK PRODUCTS COMPANY 


; < 
Saves the Skin” 12620 Woodrow Wilson 


YOUR PREFERRED JOBBER— 


Detroit 6, Mich. 


Circle No, 21 on reader service card for more information. 
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Stop at our booth 


when you are at the 
National Safety Show 


PPT eed 


OCTOBER, 1950 


No. 123 


in Chicago. 









This sole is proving its worth under the toughest conditions. 
Pure DuPont Neoprene makes the Neo-Cork sole proof 
against oil, grease, gasoline and caustics. The high percentage 
of cork forms thousands of suction cups that keep the feet 
from slipping. Cork waterproofs the sole, cushions the feet 
against rough, hard surfaces and gives the sole its long wear- 
ing quality. NEO-CORK soles will not pick up metal chips. 


GRO-CORD RUBBER CO. « LIMA, OHIO 
GRO-CORD RUBBER CO. OF CANADA LTD. * TILLSONBURG, ONTARIO 





Cord-on-End 
construction 
makes this 


¢ oy Proof against 
D oil, grease, 
— gasoline, 


caustics and acid. Gives very 
long, slip resistant wear. 


Scones 


sole very slip resistant and 
long wearing. 


Pyaar tig ey ee arene am ORR TR Ss reskin eran iror 














Mr. Safety Engineer! 


Do you have working conditions that 
are raising hell with shoe soles? If 
so, let us hear from you. We will 
cooperate with you in researching 
the problems; at no cost to your 
company. We feel that a general 
lack of technical knowledge con- 
cerning the proper sole for an in- 
dividual job is cutting efficiency and 
increasing the chances of injury. 
Once we have performance records 
on soles of all types, we can be of 
real service to industry. 
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GRO> sii, resi 
Pp resistant, 
Gcorxe weather 
SOLES proof, long 


wearing, won't pick up metal 
chips, cushions the foot. 





Circle No. 22 on reader service card for more information. 
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Modern Liquid 
Lens Cleaner for 


-LENS- 
Glass and Plastic 


K.LENS-M liquid lens cleaner gets eyeglasses and goggles clean 
for clear vision . . . so important to safety. 

K-LENS-M does the job faster, at lower cost, and with less maintenance. 
Thoroughly cleans glass or plastic eyewear without scratching, streaking, or 
leaving a film. 














The K-LENS-M Dispenser Cabinet is a complete lens cleaning unit, specially 
designed for easy installation, use, and service. 

Ask for the K-LENS-M folder—full information to help you save money on 
eyewear cleaning. 


NEW 

Large Size K 

Handy Molded , 
Holds 42% More K-LENS-\M 
Economical -- fewer re-hllings 
Hundreds of Film-Free 


Cleanings. 


-LENS- Dispenser Cabinet 


Complete Lens Cleaning Station 
Finger-Tip Spray Dispenser — 


Ay, 


THE WILKINS co. 


No air pressure needed. 


Dispenses Tissues—one at a time. 





Disposal Space for used tissues. y INCORPORATED 
Special Paint Grip Steel Cabinet. y CORTLAND 3,N. Y. 
Acid-Resistant Baked Enamel Finish. / oes 


: —— ; e 
For Demonstration and Free Sample of K-LENS-M—Visit Booth 58 


Circle No. 23 on reader service card for more information. 






MODEL PV 98 


Same specifications 
as PV 96 except for 
extra-length wrist for 
use where spray, dip 
or splash are prevalent. 


MODEL PV 96 
Fully vinyl resin 
coated, knit-wrist, 
liquid proof. Rates 
“excellent” in tests 
for abrasion resistance. 



















Compare the Quality and Value of e%s ::asteam 


If you have found that plastic coated gloves are superior to Neoprene or 
rubber coated gloves for special jobs in your plant, then be sure you see the 
-HOePR— Hood line first! 
" ” . Long a leader in the manufacture of industrial rubber gloves, Hood has ap- 
: UW Sakly P™ plied all its years of experience, manufacturing skill and “know-how” in the 
for (0& fas production of these plastic coated gloves so that you, who are looking for su- 
. perior quality and value, can be assured you're getting it when you choose Hood. 
HOO p “UBBER co. Let this Hood reputation for longer-lasting, more comfortable, more flexible 


industrial gloves be your guide in purchasing whatever type you may prefer... 


Wate rtown, Mass. Neoprene, Rubber or Plastic coated. Write for catalog today! 
coe. ec <1 Be 











Circle No. 24 on reader service card for more information. 
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HAZARDS 


FILE E-113 


TECHNICAL FILE ON SOLVENTS 


SAVE THIS VALUABLE REFERENCE MATERIAL: BUILD UP A PERMANENT OFFICE FILE 


E 113. INDUSTRIAL ALCOHOL HAZARDS. In general, toxicity in industrial al- 
cohols is thought to rise as the series rises, but solubility decreases. 

Contrary to popular belief, impurities in methyl alcohol do not add much 
to its poisoning properties, as the substance itself is strongly toxic. Crude or 
impure methanol (wood alcohol) is added in quantities as high as 10 per cent 
to ethyl (grain) alcohol as a denaturant. This process makes the comparatively 
harmless ethyl alcohol an internal poison, as methyl alcohol does not oxidize 
rapidly within the body into carbon dioxide and water, as is the case with the 
former. This breakdown within the body is the main reason why prolonged 
exposure to small concentrations of ethyl alcohol vapor is not cumulative in 
producing anesthesia and death from respiratory failure. Thus, ethyl can be 
eliminated from the urine while the methyl must depend upon the lungs. The 
coma produced by intoxication from the latter may last as long as four days, if 
death has not intervened. All the alcohols, however, are irritating to the eyes 
and respiratory membranes. The symptoms of methanol poisoning, repeated in 
varying degrees with other alcohol exposures, include headache, nausea, difficult 
breathing, deafness, ringing in the ears, conjunctivitis, and other membrane in- 
flammation, blurred vision, digestive disturbances ad delirium. 


E 114. ALCOHOL WARNINGS. The irritating effect of methanol on the mucous 
membranes should be a good warning sign, in acute poisoning, for the worker to seek 
fresh air. Failure to do so, unless rescue is prompt, may injure nerve tissues 
permanently, causing blindness, paralysis of the respiratory center and death. 
First aid efficiency and immediate doctor’s care are important in sudden over- 
exposures. Even if the victim recovers from coma, blurred vision may clear up 
but briefly and permanent blindness occur subsequently. In addition, liver, brain, 
kidney or heart damage, or other organic disorders, may cause further disability. 
Pneumonia may easily be a dangerous after-effect of exposure. 

Acidosis, caused by formic acid released by methyl alcohol within the body, 
opens the way to infection. 

It must be remembered that the greater hazard in industry is less severe 
or chronic poisoning from concentrations that singly do not produce any im- 





mediate effects. Such poisoning has delayed symptoms and permanent organic 
damage may be done before a physician’s diagnosis is sought. Fortunately for 
such cases, a skin irritation or dermatitis caused by the action of alcohol on 
protective skin fats may come early enough to act as a warning sign. 

While ethyl alcohol does not have the poisoning action of methyl and is 
not cumulative over continuous mild exposures, it too becomes dangerous along 
with the higher members of the alcohol series in severe exposures to large con- 
centrations. Even when the resulting anesthesia is not deep enough to paralyze 
respiration, damage to the heart, liver and brain is possible. In prolonged ex- 
posures to milder concentrations, all alcohols will tend to irritate the skin. 

Treatment for alcohol poisoning should be in the hands of a competent 
physician as early as possible. Recovery in all cases depends upon removal from 
the exposure quickly. Symptoms are treated as they display themselves, acidosis 
being most generally expected in methyl poisoning and usually treated with 
sodium lactate or bicarbonate injections. With prompt rescue and medical at- 
tention, most disorders caused by exposure to alcohols will clear themselves, with 
the possible exception of eye damage. All victims should be kept warm in first 
aid treatment to prevent pneumonia, etc. 


E 115. CONTROLLING ALCOHOL POISONING. The supervisor in any alcohol 
hazard should arrange to test the work room air frequently to see that dangerous 
conditions of exposure are not present. It is helpful in air control not only 
to remove alcohol vapors at their point of origin but to provide adequate general 
room ventilation as well. Isolated processes or enclosed equipment will make 
the job of control easier. In any event, regular inspection and careful maintenance 
will prevent the occurrence of dangerous leaks or breaks that may cause acci- 
dental, severe exposures. 

In addition, no worker should enter an alcohol tank or vat without first 
having it ventilated thoroughly and without such respiratory equipment as an 
approved air-line respirator. A rescue harness and an outside attendant are 
essential in such processes as cleaning or repairing enclosed places. Workers 
should be provided with gloves, aprons, individual towels and adequate sanitary 
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SCIENTIFICALLY 
FILTERS 


IGLARE 


OF ACETYLENE AND 
HYDROGEN FLAME 
and BURNING FLUX 


Speed Ue 
We ie 


Through the BURT-WELD LENS the welder 
sees his acetylene or hydrogen flame only as a 
pale cone at the burner tip of his torch —so 
small that one foreman actually thought his 
torch had gone out! Strain and fatigue almost 
entirely eliminated—mistakes in work reduced 
-production speeded up. BURT-WELD 
Lenses are scientifically ground, polished, and 
optically perfect—only slightly opaque in den- 
Sity-fit any goggle taking 50 mm round lens, 
Write for bulletin and prices 













B.F. McDONALD C0. 


Manufacturess & Distributors 






of Industrial Safety 


Equipment 





5112 South Hoover Street 


Los Angeles 37, California 
5 “SDS Other Offices in San Francisco & Hoyston 
Circle No. 25 on reader service card. 
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INDUSTRY NEWS 
Continued from page 30 
Safety Personnel 
Changes 
Harry F. Idzkowsky, safety director 
of Mine Safety Appliances Co. since 
1927, died recently. He was 66. Un- 


der Mr. Idzkowsky’s leadership, 
MSA workers compiled a _ notable 
safety record, including National 


Safety Council contest division wins 
four consecutive years. He was a 
member of the American Society of 
Safety Engineers and the Veterans 
of Safety Club. 

Announcement is made by Beth- 
lehem Steel Co. of the retirement of 
Harry Darr, safety director of the 
company’s Johnstown, (Pa.) plant. 
In his 45 years with Bethlehem, Mr. 
Darr has helped in the reduction of 
accidents by 90%. Replacing Mr. 
Darr will be W. W. Brant. 

Appointment of Dr. Arthur M. Ed- 
wards to the newly created post of 
medical director of American Steel 
& Wire Co. was announced recently. 
Dr. Edwards—holder of Doctor of 
Industrial Medicine degree — will 
direct the medical program for all of 
the company’s plants. 








... With 
KENNEDY 
*_ INDUSTRIAL 
APRONS 


Made finer for 
serviceability 
and wear of 

the best in 
clear, pliable 
“Vinylite”’ 
plastic. Offers 
excellent pro- 
tection from 
oils, acids, 
water and 
abrasives. The 
ideal low cost 
industrial 
apron for the 
many shop and 
laboratory jobs 

Kennedy aprons also wherein better 

available in cloth, protection 

leather, asbestos, rub- from corrosive 
ber and Neoprene— materials is 
for all industrial uses. needed. 


Write Dept. OH for Full Information 
On All Apron Styles and Materials. 
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5004 W. BURLEIGH STREET 
MILWAUKEE 10, WISCONSIN 





Circle No. 26 on reader service card, 








1950... OUR 40TH ANNIVERSARY 
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industrial i 
200-14L 


eae 4 


There’s a Big difference between As 
bestos Gloves and you can fell the 
difference when you _ get Industrial’s 
200-14L asbestos gloves. The quality 
stands out in your hands and on your 
hands. Seamless one piece construction 
from tip to top. No seams at the wrist 
or working edges to pull out or burn out 
just when protection is needed most on 
a hot job. The 200-14L has a knitted 
cotton lining (not woven) anchored in 
each finger and in thumb. The quality 
stands out in the correct design and 
proportions of the big roomy pattern 
that allow a cool, comfortable fit. They 
are double sewn. Standard 11, 14 and 
23 inch lengths. Other lengths and many 
special types of asbestos gloves and 
mittens are available both lined and 
unlined. The quality of all these items 
stands out because they are all made of 
sturdy, close woven 242 pound per 
square yard Underwriters grade Asbestos 
cloth from the best mills in the 
United States. 

Be safe—use Industrial’s Safety Ap- 
parel backed by 40 years of experience 
and know-how that means dependable low 
cost protection for rough, tough service. 

We are designers and manufacturers 
of a complete line of Industrial Safety 
Apparel. Write for catalog and tell us 
your requirements. 


idustrial 


GLOVES COMPANY 
A CORPORATION 
Main Factory: 1815 Garfield St., DANVILLE, ILLINOIS 


(in Canada: SAFETY SUPPLY CO., Toronto) 


Circle No. 27 on reader service card. 
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Heat And Lifting 
Contribute To Death 


ENDERSON’S work consisted of 

melting 200 pound rolls of tar 
in a pot. It was necessary to chop 
the tar with an axe and put it ina 
container which was kept at a tem- 
perature of approximately 350 to 
375 degrees F. 

On November 8, 1948, while en- 
gaged in this work, he suffered a 
cerebral hemorrhage. He was there- 
after hospitalized and never worked 
again. He died on December 18, 1948, 
from a cerebral hemorrhage. 

The question presented is: was 
there a causal connection between 
deceased’s employment activity and 


orr THE PYofel4 a1 


his resulting death? The initial 
cerebral hemorrhage was either 
caused directly by the work the de- 
ceased was doing, or the work he 
was doing aggravated a condition of 
hypertension and arterial sclerosis to 
such an extent as to cause the hem- 
orrhage. 

An accident within the meaning of 
the Workmen’s Compensation Law 
occurred. It is a rule that if exces- 
sive heat or heavy lifting or strain- 
ing, though usual and customary, 
cause or contribute to a physical 
breakdown or accelerate its occur- 
rence, the legal requirements neces- 
sary to constitute an accident are 
present. 

Henderson’s health prior to the 
hemorrhage was good, or apparently 


so. The fact that, prior to the alleged 
accident, he had no ill effects from 
this condition, and that after work- 
ing over the hot melting pot, he sus- 
tained a cerebral hemorrhage points 
strongly to the conclusion that the 
manual labor he was performing 
accelerated the physical breakdown. 

The activity of the deceased in his 
employment caused or contributed to 
his physical breakdown or acceler- 
ated its occurrence because of pre- 
existing condition. Claim allowed. 
Henderson vs. E. L. Dalton & Com- 
pany, Court of Appeal of La., June 
29, 1950. (47 S, 111). 


Committed Suicide 
After Accident 


ECEDENT was injured in the 

course of his employment: later, 
he shot himself, resuiting in his 
death. 

It is the claim of the applicant 
that his death was the result of a 
voluntary act committed while in a 
deranged state of mind, caused by 
his accident and, therefore, his death 
was proximately caused by his in- 
jury. 

The Statute prevents a recovery 
where an injury was purposely self- 
inflicted; and the obligation to show 


Continued on page 38 




















VISIT 
BOOTH 





Fendall 


4631 N. Western Ave. 





the newest, most advanced line of head and eye protection 
equipment . . . designed and engineered to insure positive 
protection and maximum wearer comfort. Get Fendall.. . 


the latest in head and eye protection equipment. 


See the New Fendall Line at the 


NATIONAL SAFETY CONGRESS 


STEVENS HOTEL, CHICAGO @ OCTOBER 16 TO 20 





Company 


Chicago 25, Illinois 


VISIT 
BOOTH 





























Circle No. 28 on reader service card for more information. 
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The NEWEST style 
___ iin safety shoes 


the Sitaight Wing’ 





NEW THOM McAN 
MASTERCRAFT 
# RS 4275 — Smooth 
cordovan color leather. 
Extended heel seat. 
Extra heavy leather 

sole. Rubber heel. 


Here’s the first in Thom McAn’s new shoes! Good-looking foot protection in 
line of Mastercraft safety shoes— with the shoe men wear willingly. Make 
top-quality, street-shoe styling by Thom McAn safety shoes available to 
America’s largest maker-seller of men’s your ren, help keep safety records safe. 


SOLD 2 WAYS 


1. Stocked for your men in 
Thom McAn stores. 





2. Sold direct to plants. 





Details of this service, plus information on the 
4-way employee purchase plan, and the Thom 
McAn safety shoe features, should all be on your 
desk. Just write us and we'll see that they get there. 





THOM MCcAN SAFETY SHOE DIVISION 
25 West 43rd Street, New York 18, N. Y. A DIVISION OF MELVILLE SHOE CORPORATION 
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Continued from page 36 
by a preponderance of the evidence 
that the accident which occurred to 
her husband, caused his mind to be 
deranged to such an extent that, 
wholly without his own volition, he 
performed the act which resulted in 
his death (and that, therefore, his 
act was directly and proximately 
caused by the accident) was on the 
part of the claimant. 
The company contended that the 
shooting of the decedent could not 
have been the act of an irresponsible 


mind. The jury found to the con- 
trary. A judgment was obtained. 


Burnett vs. Industrial Commission, 


Court of Appeals of Ohio, November 
1, 1949. (93 NE, 41). 


Killed While Exceeding 
Speed Limit 
OMPENSATION is sought for 

* the benefit of three minor chil- 
dren of Walter Hall, who was killed 
while in Kendall’s employ. 

Hall was employed as a truck 
driver. At the time of the accident 
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Few ounces of weight give pounds of protection against many industrial hazards. 
Jackson J-1 Eyeshields weigh only 5! ounces, have saved thousands from serious 
injuries and countless expense. They help to keep production flowing in many 


industries. 
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Jackson Products, Warren, Michigan 
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resulting in his death Hall was oper- 
ating a truck loaded with lumber for 
his employer. Testimony of the em- 
ployer indicated that the deceased 
employee was cautioned about driv- 
ing fast, and was told that if he did 
not slow down, he would be re- 
placed; that the other employees 
complained about his fast driving; 
that the employer had informed Hall 
that he wanted to go back to town 
with him when he loaded the truck 
and also told another employee to 
make certain that he waited for him. 

The decedent did not wait for his 
employer and also took a route miles 
out of the way. 

The testimony indicated that the 
decedent was operating his truck 
loaded with 4000 feet of lumber at 
an excessive rate of 50 miles per 
hour or more, at the intersection of 
two public highways; and that he 
swerved to the right to avoid hitting 
an automobile at the intersection 
and ran off the 
road and struck 
a tree, thereby 
wrecking the 
truck and kill- 
ing himself. 

The employer 
resists recovery 
by reason of the fact that the acci- 
dent occurred as the result of claim- 
ant’s violation of a criminal statute 
and by reason of his own willful 
misconduct in the operation of his 
truck. The statute specifically pro- 
vides that no compensation shall be 
allowed for an injury or death due 
to the employee’s willful miscon- 
duct, or willful failure or refusal to 
perform a duty required by statute. 

It has been held by the Supreme 
Court that the commission of a 
crime by an employee is wilful mis- 
conduct within the meaning of the 
statute; and that the employer 
should not be required to pay com- 
pensation for the employee’s injury 
or death due to his violation of a 
criminal statute. 

Death having been as the result 
of the decedent’s own wilful miscon- 
duct in operating the truck, com- 
pensation for his death was denied. 
Hall, et al., vs. Kendall, Court of Ap- 
peals of Georgia, April 28, 1950, (59 
SE2 421.) 





Injured In Plant 
Parking Lot 


press operator at the employer’s 
plant. At the east end of the build- 


Spsesp aa was employed as a 
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ing was an area of property owned 
by the company, which had been 
enclosed by a fence to provide a 
parking lot for company employees 
and visitors. There was a plant pro- 
tection man in attendance at this 
parking lot during the change of 
shifts to assist in the direction of 
parking. Floodlights were provided 
so that the employees could see their 
way in and about the parking lot, 
and the area is a cinderized surface 


maintained by the company. There 
is only one exit from the parking lot 
to which the employees are per- 
mitted to reach the entrance to the 
plant. 

Claimant was riding with fellow 
employees among whom there was a 
pool arrangement, and the driver 
drove the car into the parking lot at 
about 6:50 a.m. The driver let the 
claimant out of the car some 12 to 
15 feet from the gate and was about 
to proceed to park his car. 

Claimant took a step or two away 
from the car and as she did so, she 
stepped into a chuck hole in the 
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ground and sustained an injury to 
the left ankle which disabled her for 
a period of approximately 12 weeks. 

The parking lot, it is clear, was 
maintained for the mutual benefit of 
the employee and employer. It is a 
private lot solely under the control 
of company who limits its use to 
employees, guests and business visi- 
tors. Claimant contends that the 
employer assumed the risks inci- 
dental to the use of the parking lot, 
and the use of the parking lot was 
an incident of claimant’s employ- 
ment. 

The claimant was intending to go 
to the place of her employment, the 
company’s plant, and had not yet 
entered upon her day’s work when 
she was injured. The mere fact that 
she fell and was injured while on the 
parking lot maintained on the em- 
ployer’s premises for the use of 
employees was not sufficient to 
establish a causal connection be- 
tween the injury and her employ- 
ment. Consequently, she was not 
entitled to a reward. 

Gonter vs. L. A. Young Spring and 
Wire Corp., Supreme Ct. of Mich., 
May 18, 1950. (42 NW, 749). 


Fainting Followed 
Reprimand 


LAIMANT was engaged in per- 

forming her work when one of 
her employers came up to her and 
reprimanded her, as she put it, “in 
a loud and raging voice.” She be- 
came frightened and fainted. In 
falling, she injured her back, and 
was sent to a hospital for treatment 
by a physician. 

The physician who attended her 
testified that, in his opinion, her 
fainting spell was caused by ab- 
normally high blood pressure. When 
he first examined her at work, her 
blood pressure was extremely high; 
but after she regained consciousness 
at the hospital, her temperature was 
normal and her blood pressure much 
lower. At all times subsequent to her 
injury, when he examined her, her 
blood pressure was normal; so that 
the only reason Fe could find for the 
abnormal elevation of the blood 
pressure was excitement. Such ab- 
normal elevation of blood pressure 
caused her to faint, as the result of 
which she sustained a spinal injury. 

The company contended that there 
is nothing in the record to indicate 
that the work in which she was en- 
gaged subjected the claimant to any 
serious strain, that the stroke may 
or may not have been brought on by 
strain or over-exertion; and there- 
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signed, or even a result of mere 
mischance. 


OFF THE DOCKET 
Continued from page 40 ia. ; ; 
The injury resulting to the claim- 
ant from the fall caused by high 
blood pressure as the direct result 
of a verbal assault by an employer 
in connection with the work being 
done at and upon the job, was con- 
strued to be an accidental injury 
arising in the course of and out of 
employment. 


There was nothing in the record 
to indicate that the claimant had, at 
any time prior to her accident, suf- 
fered high blood pressure. “Acci- 
dental injury” under the Compensa- 
tion Act must not be given a narrow 
meaning. It must receive a broad 
and liberal construction, with a 
view to compensating employees for 
injury resulting from some acciden- 
tal means, unexpected and unde- 


Dalton Barnard Hardware Company 
vs. Gales, Supreme Ct. of Oklahoma, 
March 14, 1950. (220 P, 249). 





(From the “Northwestern Steel Safety News” 
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The experience of Northwestern Steel 
& Wire Company of Sterling, IIl., is typical 
of hundreds of industrial plants throughout the 
country which are protecting workers—and saving 
production and maintenance dollars, as well—with Scott Air-Pak 
Safety Breathing Equipment. Over 10,000 men are promptly and 
safely handling maintenance or emergency work in toxic areas 
— pootected by Scott Air-Pak. Several types available. 


See your Safety Equipment Dealer, 
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Errand Made To 
Help Essential Worker 


DJONER met his death on June 

15, 1948, at 5:45 p.m. in an auto- 
mobile accident about one-fourth of 
a mile east of his place of employ- 
ment. 

Cooner worked as a mechanic and 
had been employed for about 10 
years prior to the date of the acci- 
dent. He was employed to do me- 
chanical work and help in other 
work for the advancement of the 
company’s business. He did all kinds 
of jobs for the company. 

At the time in question, the com- 
pany was installing a new grease 
rack which involved the pouring, 
mixing and coloring of concrete. 
Work had been commenced late on 
the evening of June 15th, 1948, and 
required working late in the night, 
as the concrete had to be worked 
before it hardened. 

Charles Sisk, a mechanic for the 
company, had been working on this 
grease lift from time to time, and 





Usable Dust Return 





Emery grit, used to glaze saws at 
Henry Disston & Sons, Inc. (Phila- 
delphia) can be made to do double 
duty. To collect heavier grits which 
can be re-used, the exhaust system 
pictured above has been installed 
at the glazing wheels. The wheels 
are hooded (A) so that small dusts 
are exhausted immediately, but 
heavy grits drop to a hopper (B) 
beneath each wheel. There it is 
picked up pneumatically and car- 
ried to a small cyclone collector 
(C) which permits the small par- 
ticles to pass out the main duct to 
a central cloth collector, while the 
re-usable grit is returned to the 
operator’s bench. 


Photo, American Wheelabrator 
and Equip. Co. 
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was requested to remain during the 
course of the evening to help finish 
the concrete job. He replied to his 


June superior that his wife would be ex- 
auto- pecting him. His superior knew that 
th of Sisk’s wife was not in good health 


ploy- fj at the time and that he lived about 
eight miles east of the place of busi- 
> and ness. Sisk informed his superior that %, si 
it 10 he or someone else would have to “ ZONA 
acci- notify his wife, and, in the presence COMPLETE SAFETY ie) ™ 
- me- of his superior, asked one of the co- y 

employees to notify his wife that he 
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other 3 quickly. Operator’s hands are 
, the would be late in getting home. How- removed from danger area with 
Lelaithe ever, this co-employee was unable smooth, positive action. 
to do so. Gives operator confidence. Al- 
iinites At about 5: 00, Cooner came to Sisk a ks canes Ge ee 
rease and told him that he would go to Ram connection attached below 
ring, notify his wife. Whereupon Sisk any possible breaking point. If, 
wale, pitched his car keys to Cooner and for any reason, the press re- 
wren Cooner got into Sisk’s car and left rong Fi hands will be drawn 
ena on the mission. Working hours of the ts “ea ell taida bic tinal 
sight, company were from 7:00 a.m. to Meet sa He polar name 
rked 5:30 p.m., and Cooner had not tion. Write today for complete 
checked out for the day when he Catalog and names of users in 
left. your area. 
Do The fatal accident occurred at 5:25 
and p.m. Although Sisk’s superior, Lee 
Hamilton, contended that he did not 
personally send Cooner on the mis- 
sion, it is admitted that Sisk was 
— going to get someone to notify his 
wife that he would be late and 
Hamilton made no reply. i ager p . 
Seeubtlinless, sl eerengsmanie re- Circle No. 35‘on readerfservice card for more information. 
lating to the trip to Sisk’s home 
— made sag ee pregetsy at HIS WORK MAY LOOK LIKE THIS BEFORE EYECARE | CORRECTED VISION CAN MAKE THE WORK LOOK 
and within the area where Hamilton wees LIKE THIS 
was present. He was present when 
Cooner got the car keys in order to & 
make the trip, although Hamilton -~ 
contends that he did not see or hear 
what had transpired. 
Cooner was travelling the direct 
route over the highway to Sisk’s 
home to notify his wife. Cooner was 
performing the service of his em- 
ployer: it was to keep an essential 
‘ man on the job to perform a neces- 
sary service. Although the company 
did not need Cooner’s services for 
work in the concrete lift, it did need 
} someone’s services in performing the 
act of notifying Sisk’s wife. This 
net j service enabled the company to com- . i 
ble [J lete the emergency job after the Visual Care Guts Accident Costs 
ich ’ usual working hours by keeping Sisk 
em on the job to do the special work Coe ae 
= required. : a 
a 3 The company contended that Under 20, only 23% of shop GRAM (2) production increases 
one | Cooner’s act was voluntary and be- employees have defective vision of 1% to 37% and spoilage 
‘B) yond the scope of employment, but —in the 40 to 50 year group, savings of 11% or better are 
a the record reveals that his action was i 1% are affected. AO case his- possible. The complete story is 
om | done with knowledge and acquies- re show (1) accidents and contained in AO’s free boo let 
~ cence of his employer and amounted 14% er pee as much as By A manage rg VIS- 
an. j to a tacit acceptance of service of wi Sle com len oquene EYE Wee aye Na : 
* : employee. Claim allowed. CORRECTION-PROTECTION PRO- 
Hamilton Motor Company vs. Coon- a . 
er, Supreme Ct. of ‘Ala. June 22, American 9 ( pli al 
1950. (47 S, 270). ad 
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WHAT CAUSES A STATIC SPARK ? 


these three factors are present to- 
gether—and in which the presence 
of a spark would be hazardous. 

The charge generating mechanism 
is obviously most readily completely 
controlled by modifying processes. 
As an example, consider the source 
of electrification in a moving V-belt. 
By redesigning a system so that 
power transmission would not be re- 
quired in a hazardous situation, the 
static generator could be eliminated. 


Continued from page 21 
Of course, in many cases, eliminat- 
ing the generating mechanism is 
impractical. 

If charges are carried away as 
rapidly as they are generated dan- 
gerous potentials can never be de- 
veloped. Control of the accumulat- 
ing medium is, therefore, one of the 
most positive devices for mitigating 
static electricity hazards. There are 
three techniques for doing this: 
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Grounding the accumulator. Pro- 
vision of a continuous electrical path 
from the system to earth maintains 
the system at earth potential will 
permit the charge to move away. 

Humidification. When the relative 
humidity of the atmosphere in a par- 
ticular area is sufficiently high, a 
thin film of moisture is absorbed on- 
to practically all surfaces. This film 
provides a continuous path through 
which charges drain off. 

Neutralization. If the atmosphere 
in the neighborhood of the charged 
object is ionized, the object will at- 
tract a supply of ions of opposite 
sign. They will neutralize the 
charge, preventing the building up 
of high potentials. Ionization has 
been accomplished by such means as 
gas flames, needle-point combs to 
which are connected high A.C. vol- 
tages, tinsel strips. Since the elec- 
trical equipment needed by ionizers 
often creates additional hazards, 
their use is not generally recom- 
mended. 


Mitigating hazards 
of discharge paths 

If a continuous path of low resis- 
tance exists between two metallic 
objects, they will be at the same 
potential and no discharge can occur 
from one to the other. The process 
of this inter-connecting is known as 
bonding. It is important to recognize 
the difference between grounding 
and bonding. 

Applying the control methods to 
the bellows experiment, we see that 
ignition of the torch could have been 
prevented in many ways: 

The generating mechanism could 
have been minimized. Removal of 
the jeweler’s rouge would have stop- 
ped (for all practical purposes) the 
electrification. An ionizer near the 
bellows would probably have neu- 
tralized the charge. 

The accumulating medium (the 
man’s body) could have _ been 
grounded by a wire. If the man 
were touching another man who was 
grounded the high resistance of the 
paraffin blocks would have been 
short circuited and no _ potentials 
would have built up. 

The discharge path was the gap 
between the rod and the burner tip. 
A wire lead bonding the two would 
have prevented the spark from 
jumping and destroyed a link in the 
chain necessary for the presence of 
static electricity danger. 


*Robert Brenner is an associate in the 
Dept. of Engineering, and J. H. Mathewson 
is associate professor of the department at 
the University of California, Los Angeles. 
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| SHOUD WE RUN 
1 OUR OWN CAFETERIA? 


Continued from page 28 


business. Workers seem to prefer 
short noon break. 


Cafeteria facilities were usually later 
additions to old buildings. Central 
location, important in large plants, 
was often impossible. Lunch rooms 
suffered by being squeezed into 
basements or out-of-the-way areas. 





Variety of menu was leading factor in 
keeping “captive” clientele high. 
= Popularity of dishes varied with 
geographic location and type of 
work done. 


| Mobile carts help boost revenue, are 
popular in plants where space and 
time are limited. One plant serves 
all workers this way, loading carts 
from a central commissary. Mobile 
units can often pay for themselves 
where lunch rooms can’t. 


No profit was reported by any re- 
spondents on cafeteria operation. 
Most plants hoped that they were 
\W breaking even, but six had to dig 
“into their pockets to meet operating 
q expenses. 




































‘IPCO PUNCH 
PRESS FEEDER 


A speed-up tool for lifting, 
feeding and positioning blanks 
of metal and other materials in 
stamping machines and die 
presses without inserting the 
hands or fingers within the dan- 
ger zone. 
Used for separating sheets, 
transferring from piles or stacks 
+ many other uses on 
all non-porous materials, ¢ 


Send for Bulletin M-1050 
















INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH STREET - PHILADELPHIA 33, PA 








Circle No. 38 on reader service card. 
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Liberates a clean, dry, odorless, 
inert gas under high pressure 
without pumping. Snuffs out 
flames in seconds. 

Especially effective on highly 
inflammable liquids — gasoline, 
oils, and greases, alcohol, sol- 
vents, paint, lacquer, etc. 

Safe and certain in fighting 
fires of electric origin —a non- 
conductor of electricity. 

Non-damaging to any equip- 
ment, finish, fabric or other ma- 
terial with which it may come in 
contact. 

Fully effective indoors or out — for Class 


B and C fires. Won’t freeze or deteriorate. 


Improved Squeeze Grip Valve, pressure- 


seat type with recoil preventors and safety 
pressure relief disc. 


Approved by Underwriters Laboratories, 


Buy from your local Buffalo dealer. If un- 
able to secure, please write us for name of 
nearest distributor. 


Established 1895 


BUFFALO FIRE APPLIANCE 


¢ 68 @?'@ SG a T tt. V's 
DAYTON #t, OHIO 


Circle No. 39 on reader service card for more information. 
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Literature Featured In Ads 





THE INFORMATION listed is 

available without charge. Sim- 

ply circle the number of the 

items desired on the postage- 

free reply card bound in this 
issue and mail it. 











Breath of life, is the assurance of- 
fered by E & J Mfg. Co.’s resuscita- 
tor. The company will be glad to 
demonstrate the unit for you. 


Circle No. 101 on reader service card. 


Better sight for workers depends on 
spotting sub-par vision. Keystone’s 
Visual Job Analysis gives the facts. 


Circle No. 102 on reader service card. 


Ammunition for safety shoe sales 
promotion, in the form of free foot 
safety posters, is offered by Safety 
First Shoe Co. 


Circle No. 103 on reader service card. 


Toe curling shoes grow worn, may 
leave vital toe areas unprotected. 
Safety Box Toe Co.’s bulletin shows 
how Winguard protection lasts. 


Circle No. 104 on reader service card. 


Slide-stopper action of No-Slip can be 
proved with a free demonstration 
kit offered by the maker. 


Circle No. 105 on reader service card. 


What's that pipe? You'll always be 











Trouble Makers! 


Do you remember 
this famous play? 


In a game between Harvard 
and the Carlisle Indians half 
a century ago, one of the In- 
dians hid the ball under his 
sweater and ran for a touch- 
down which was allowed. 
This caused plenty of trouble 
for the officials. 

















Abrasive dusts are trouble makers.. 
Stop them in your plant with 


TORIT DUST COLLECTORS 









Torit Dust Collectors trap abrasive dusts at their source. They 
cannot become a health menace, or lower the efficiency of your plant. 


Torit Dust Collectors are self-contained. Compactly designed they 
require little space, and can be installed wherever convenient. They 

. clean the air so thoroughly that it is recirculated into the 
room, thus eliminating heat losses. 


Torit Dust Collectors are economical to purchase and 
install. They fit most standard grinding, cutting and 


polishing machines and can easily be 
adapted to meet special conditions. 
For details and the latest Torit catalog, 
write: 





Manufacturing Co. 
311 Walnut St. - St. Paul 2, Minn. 





Circle No. 40 on reader service card for more information. 
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sure (and safe) if Brady Quik-Labe! 
identification is used. Free samples 


Circle No. 106 on reader service card. 


Multitudes of falls are prevented by 
the use of Oil-Dri floor absorbents 
The maker wants you to have his 
handy brochure, giving all the facts 


Circle No. 107 on reader service card. 


Free sales kit for safety-shoe sales- 
manship is yours on request from 
Lehigh Safety Shoe Co. Included 
are: poster service, envelope stuf- 
fers, shoe sizer, etc. 


Circle No. 108 on reader service card. 


Greater wear resistance—plus a non- 
slip surface—is the claim of Master- 
plate Iron Clad floors. Full informa- 
tion is offered. 

Circle No. 109 on reader service card. 


Which is best? Plastic, rubber or 
Neoprene—whichever you prefer in 
work gloves, Hood Rubber Co. has 
them. Send for a complete catalog. 
Circle No. 110 on reader service card. 
Fire! Be prepared for any fire 
threat. Ansul File 606 has helpful 
pointers plus descriptions of a com- 
plete fire-fighting line. 

Circle No. 111 on reader service card. 
Healing bones are touchy. Litera- 
ture offered by Reece Wooden Sole 
Shoe Co. tells how foot injuries can 
be helped to mend. 

Circle No. 112 on reader service card. 
Top and front protection are yours 
with Kennedy Victory cap and in- 
dustrial aprons. Send for descrip- 
tive material on both items. 

Circle No. 113 on reader service card. 
A clean sweep is needed to keep 
operators’ hands out of power 
presses. Searjeant’s Bulletin 125 
tells how correct protection works. 
Circle No. 114 on reader service card. 
You can’t see through dirty eyewear. 
Complete information on how to 
save money on eyeglass cleaning is 
available from the Wilkins Co. 
Circle No. 115 on reader service card. 
Two ways are open for workers to 
get Thom McAn safety shoes. De- 
tails of these services and the 4-way 
purchase plan on request. 

Circle No. 116 on reader service card. 
No more falls on asphalt tile floors, 
since Numastic has been developed 
for them. Complete details on re- 
quest: a demonstration too, if you 
like. 


Circle No. 117 on reader service card. 


A free demonstration of Tornado floor 
cleaning machinery is offered by 
Breuer Electric Mfg. Send for Bul- 
letin 600 for full details. 


Circle No. 118 on reader service card. 
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Latest development in Iron Age Le- 
high safety shoes is the “comfort 
last.” Details on the new last and 
its construction are offered. 

Circle No. 119 on reader service card. 
Head and eye protection of the latest 
design is now in production by Fen- 
dall Co. You can get data. 

Circle No. 120 on reader service card. 
74% cut in accidents (and their 
costs) is possible through eye pro- 
tection and correction. Send for 
American Optical’s “Improved In- 
dustrial Vision.” 

Circle No. 121 on reader service card. 
Toxic areas hold no dangers if you 
are equipped with Scott Air-Pak. 
Details on its use for maintenance or 
emergency work are offered. 

Circle No. 122 on reader service card. 
Need some research on particularly 
tough shoe sole conditions? Gro- 
Cord Rubber Co. will help find the 
right sole for your needs. 

Circle No. 123 on reader service card. 
Safety apparel of all kinds is made, 
by Industrial Gloves Co. You will 
find answers to your needs in the 
company’s new catalog. Free. 
Circle No. 124 on reader service card. 
Gruesome scene posters are real sales- 
men. They are only a small part of 
the total eye safety service offered 
by Bausch & Lomb. Details offered. 
Circle No. 125 on reader service card. 
Twin tests prove how Wyandotte 
Zorball floor absorbent works, how 
it’s different from any other. 

Circle No. 126 on reader service card. 


Talk to workers via well-placed dis- 





Indoor Ambulance 





A specially designed Crosley am- 
bulance is the latest safety inno- 
vation at Westinghouse Electric 
Corp.’s Sharon (Pa.) transformer 
plant. On call 24 hours a day, it is 
small enough to travel down the 
aisles yet big enough to accommo- 
date a full length stretcher. The 
ambulance can reach any part of 
the three-fourths of a mile long 
plant within several minutes. 


OCTOBER, 1950 


play and bulletin boards. A catalog 
and details on worker contact are 
available from Wagner Sign Service. 


Circle No. 127 on reader service card. 


Keep in line to avoid plant traffic 
accidents. Literature offered gives 
full details on Meili-Blumberg’s line 
of industrial markers. 


Circle No. 128 on reader service card. 
Automatic hand drying will save 
money in plant washrooms, end 
towel nuisance too. National Dryer 
has data to show actual savings. 

Circle No. 129 on reader service card. 


All ointment needs can be met with 





one of Dionol’s four preparations. 
Free samples of all four. 


Circle No. 130 on reader service card. 


A quick switch makes the same 
lens do double duty in U. S. Safety 
Service Co.’s goggle or spectacle. 
Ask for literature and prices. 


Circle No. 131 on reader service card. 
Up to 15 times the lens wear can be 
gotten with Tuf-Cote to protect 
them from weld spatter and pitting. 
Full details offered by Wallace Opti- 
cal Co. 

Circle No. 132 on reader service card. 


Continued on page 48 
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HeEaprest (A) makes it easy to raise and lower 
the goggles. It’s a quick one-hand operation, 
even when prescription glasses are worn. 

When up, goggles rest against padded headrest, 
made of extruded plastic . . . easy to clean. 


Sweatband is of leather, cork lined (B). 
Easy adjustment, in small graduations (C) to 
all head sizes, remains firmly fixed (D). 


Headrest Goggles, type W-50, for Gas Welding, Cutting, Brazing 





TeLescopic Arms (E) are pivoted from steel 
clips (F) fastened to the headrest. Arms may be 
snapped out of these clips for cleaning or 
replacement. Arms may be pivoted from two 
different points, providing a choice of tension 
in the springs. 

Spring (G) in each arm is completely enclosed, 
protected from dirt. 

Because goggles are pivoted to the sides of the 
headrest, the weight is most evenly distributed 
over the entire headrest. 








...@ Jackson Quality Product designed for Safety and Comfort, 


GOGGLEs are an assembly of two eye cups (H) 
connected by a metal brace (J) and a leather 
nose shield (K). 

Eye cups (H) and lens retainer rings (L) are 
made of a newly developed, more durable, 
flame resistant plastic. 

A recent improvement is a broader rim (M) 
around the edges of the eye cups for added 
comfort and added safety. 

Large vent openings in the outside of each eye 
cup prevent fogging of lenses. They are covered 
with screens (N) to keep out flying particles, 
and baffle plates (O) to eliminate light rays. 
Notice large inside area of eye cup. 

Brace (J) is flexible and gives the easiest and 





the lightest of its kind on the market, . . . only eight ounces. 


Circle No. 41 on reader service card for more information. 


lightest form of adjustment between eye cups 
in any direction to suit the wearer’s face 
Leather shield (K) keeps weld spatter and light 
rays from entering and forms a pad where the 
cups fit over the nose. 

LENSES (P) are standard 50 mm. size in Federal 
Specification shades from 3 through 6. Inex- 
pensive cover glasses (Q) protect the filter lenses 
from pitting. A fibre gasket separates the two. 
To replace lenses, just unscrew the lens retainer 
ring (L). 

Meta Parts are all black cadmium plated 
against corrosion. 


JACKSON PRODUCTS, Warren, Michigan 















LITERATURE FEATURED IN ADS 


Extra-duty gloves are dollar savers 
on heavy work. Get full in- 
formation on the Stanzoil line. 

Circle No. 133 on reader service card. 


information on surfaces 
available in the 
Hild Floor 


Floor care 
of all kinds is 
new book offered by 
Machine Co. It’s free. 
Circle No. 134 on reader service card. 
A revolutionary development in gas 


Continued from page 47 


mask equipment is announced in 
Acme Protection Equipment’s just- 
published bulletin. Sent on request. 
Circle No. 135 on reader service card. 
A complete catalog of Willson 
Products’ eye protection equipment 
is yours on request. 

Circle No. 136 on reader service card. 


For marking steel with safety, M. 





FLASH- 





SSPE 


“GRAPH 


MINE SAFETY APPLIANCES COMPANY 


BRADDOCK, THOMAS AND MEADE STREETS 


PITTSBURGH 8, PA. 


At Your Service: 


54 BRANCH OFFICES IN 


THE UNITED 





STATES AND CANADA 


Circle No. 42 on reader service card for more information. 
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E. Cunningham’s bulletin LF-50 
tells what stamp to use. 

Circle No. 137 on reader service card. 
Clean hands are healthy hands. 
Try a free sample of Spook waterless 
cleaner: heavy-duty but safe. 
Circle No. 138 on reader service card. 
All kinds of protection equipment 
for every need—eye, face, respira- 
tory—is pictured and described in 
CESCO’s complete catalog. Free. 
Circle No. 139 on reader service card. 


Gauge explosions can be rendered 
harmless with Kleervu glass protec- 
tors. Wright-Austin Co. will send 
full information on request. 

Circle No. 140 on reader service card. 
Head and eye protection of all 
kinds is included in Dockson Corp.’s 
safety equipment catalog. Available 
on request. 

Circle No. 141 on reader service card. 
Headrest goggles and face shield 
for protection from flying fragments 
are vital safety items. Want full 
particulars? They’re free. 

Circle No. 142 on reader service card. 
Want to see press safety guards in 
action? Positive Safety Mfg. will tell 
you where in your vicinity the Pos- 
sons guard is in use. 

Circle No. 143 on reader service card. 
Smother fires with Buffalo Fire 
Appliance Corp.’s improved carbon 
dioxide unit. The company will fur- 
nish complete details. 

Circle No. 144 on reader service card. 
Keeping hands out of hazardous 
areas is the job done by Industrial 
Products Co.’s punch press feeder. 
Bulletin M-1050 gives full data. 
Circle No. 145 on reader service card. 


Have you a copy of Stonehouse 
catalog No. 9? It’s free and describes 
warning signs for every conceivable 
industrial safety threat. 

Circle No. 146 on reader service card. 
Hold that lamp—fluorescent that is— 
to insure against injuries from fall- 
ing units. Den-El lamp guards do 
the job. Details on request. 

Circle No. 147 on reader service card. 


Rubber boots engineered for every 
purpose are available from U. S. 
Rubber Co.: Literature describes 
many styles, high-lights construction 
features, 

Circle No. 148 on reader service card. 
Chemical damage to eyes can often 
be prevented by quick thinking and 
Haws eyewash fountains. Ask for 
complete details. 


Circle No. 149 on reader service card. 


Continued on page 64 
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EYE SAVING PROGRAM 
Continued from page 22 
‘ard. 
inds. 
rless | information gained by the in-plant 
testing. 
ard. | 1000 workers examined 
nent in first year 
yira- 
1 in It is one thing to point out a de- 
- fect, quite another to take remedial 
action. It is estimated by Mr. O’Shea 
ones that nearly 80 percent of the work- 
ered ers with sub-par vision have actually 
tec- obtained professional visual atten- 
send tion as a result of the program. This 
high record is due largely to the 
ard. personal interviews conducted by 
all Society administrators several 
rp.’s months after the original examina- 
able tion. Some visual deficiences are, of 
course, uncorrectible. In cases where 
ie this handicap might prove hazard- 
é ous, the worker is assigned to differ- 
ae ent work: in all but a few cases, 
ents however, vision has been corrected 
full to meet job requirements. 
The Baltimore program is an ex- 
ard. ample of the benefits which can be 
s in = derived through close cooperation 
tell of civic, professional and municipal 
Pos- * organizations—as well as workers 
themselves. 
ard. 
Fire 
_— Protect Your Operators ALL 
eit WAYS with Searjeant Punch 
and. Press SAFETY GUARDS 
Jous y AK 
trial 
der. 
la 
ard. 
ouse 
‘ibes 
able 
ard. 
is— 
fall- 
; do 
ard. 
very Sweep type Guard sweeps across feed } 
7 S. Once ‘Talal natkeon neat ~*~ AWS seblicee *Factory Mutual A 
‘ibes moved while making press adjustments ee ~ Ropers of Examinations 
tion —complete guard unit swings to one pe ees ests. — 
side. Available with or without auto- * , ’ 
for guard arm ai'no extra cost. send | a a i a : fs ’ 
ard. j Pod ulletin 125. ‘ : 7 _ 4 PLUS-FIFTY” 
ften & cn tae ie Cte ay) ae Ge “ DRY CHEMICAL °° 
and § Sf the press repeating if he fails to ikea oplea IS MORE DEPENDABL 
for Pog th Kg ways: 
549. ote sgt “° 
ad FITS ANY PRESS e 30 DAYS’ TRIAL pees a pr @@ 
Searjeant Metal Products, Inc. Se: 
re 64 Dept. O Box 101, MENDON, N. Y. i Ona as. . — = 
Circle No. 43 on reader service card. ; Pore rE a H : TRADE MARK ASSURES YOU OF QUALITY PRODUCTS % 
4 on reader service card for more information. 
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Plant Housekeeping 

FLOOR WAX—Floors can be waxed 
to a glass-like luster and still pre- 
serve a grip on shoe soles, according 
to tests by Penetone Co. researchers. 





They say that Tred-Fast actually 
increases the coefficient of friction 
of most flooring surfaces, providing 
41% more slip resistance than UL 
standards require. A handy guide 





ENGINEERED FOR SPECIAL JOBS 


~~ ae 
NEW! BAR-FLEX BOOTS reduce 
hazards and fatigue. 
e Exclusive Bar-fiex sole. 
© Anti-slip traction cleats. 
e Plain or steel toe which 
resists 2000 lbs. pressure. 
@ Shockproof sponge insole. 
e Tough multi-ply leg. 
e Tempered rubber 
OR Neoprene rubber to 
resist oils, chemicals, acids. 













U. S. ROYAL WORK SHOE 
Anti-skid, cleated sole; shockproof 
sponge insole; waterproof bel- 
lows tongue. 


WHITE DAIRY BOOT 
10” high has cleated anti- 
slip sole, and shockproof 
insole. Adjustable strap. 
Plain toe; steel toe. 





WITH STEEL TOE 


© UNITED STATES RUBBER COMPANY 


Rockefeller Center, New York 






Easy vamp; snug-leg 
fit at ankle; leak- 
proof tongue; 
cleated-type 

sole and heel. 


Also a compl 





ROYAL 


FOOTWEAR 





BAR-FLEX SOLE 
Solid shank support 
and standing com- 
fort under length of 
your feet. 








TERRE HAUTE PAC is a fine general indus- 
try boot. Shockproof sponge insole. Plain toe 
has tire-tread sole. Steel toe has cleated sole. 


HIGH-CUT FLEXON 
S-t-r-e-t-c-h-e-s on over shoes. 
Tire tread soles. Tough, tem- 
pered rubber. 


line of Raynster Work Clothing and Sundries 








Circle No. 45 on reader service card for more information. 


to the “do’s” and “don’ts” of floor 
maintenance is available from Pene- 
tone. 


Circle No. 46 on reader service card. 


DUST CONTROL—97.8% collection ef- 
ficiency on foundry dust, and com- 
parable performance in other tough 
jobs, is the claim made for the new 
type Aerodyne dust collector. Using 
a louvered conical element plus a 
cyclone after-cleaner, the unit han- 
dles high concentrations and abra- 
sive particles for easy disposal. 
Aerodyne offers engineering consul- 
tations on your individual dust or 
fume problem. 


Circle No. 47 on reader service card. 


Safety Devices 


WIRE ROPE—Which is the correct 
wire rope for the job? This import- 
ant question, and other queries about 
selection and use of wire ropes, are 
answered in an illustrated folder 
published by Macwhyte Co. A handy 
quick reference to wire rope sizes, 
construction and _ specifications is 
included. 


Circle No. 48 on reader service card. 


FOOT SWITCH—Many machinery ac- 
cidents are caused by complicated 
operations that give the operator 
too many things to do at the same 
time. Foot-treadle operation is one 
solution to this problem. Simonds 
Machine Co. will furnish complete 
information on the new Linemaster 
Compact foot switch, available for 
uni-directional or forward-reverse 
drives. It might save a pair of 
hands. 


Circle No. 49 on reader service card. 


RADIATOR—For those areas in many 
industrial plants where dangerously 
explosive atmospheres are normally 
present, Burnham Corporation’s ex- 
plosion-proof radiator makes it pos- 
sible to have heat without explosion 
worries. A four-page folder de- 
scribes the radiator with the help 
of cutaway drawings, shows typical 
applications in different industries. 


Circle No. 50 on reader service card. 


Fire Protection 


FOAM LIQUID—Are you set up to 
handle flammable liquid fires quick- 
ly and_ effectively? Rockwood 
Sprinkler Co.’s new double-strength 
fast-flow foam liquid might be the 


Continued on page 63 
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floor WANT MORE EFFICIENT — A Lot More for Your — $ 
ene- LONGER LASTING STEEL STAMPS? (rowrca| 


in this New 
“IL eee rea STANZOIL 
net- | WEDGE GRIP RED NEOPRENE 


nt 2 ss peieaiiliin Coated Canvas Gloves 


ough _— 
FIGURES: Exclusive Pioneer 
ete Non-Slip Grip f Inserted 
Jsing Holds wet things Thumb Design 
lus a @ : ay © No Spall as if dry. zy. No inside seam 
han- i -—- ® No Mushroom i e to wear through 
b ® More Service Curved Fingers quickly. 
bra~ i ‘ © Knurled in Extra comfort and 
posal. ’ » © Patented u efficiency. 
nsul- Se : No. 2,089, 7948 
tor YF © Thumb Side Markings Preflex-Palm Heavy Red 
Design Neoprene 
; a0 Prevents wear from < Coating 
Knurled sides for positive grip—patented bunching. Liquid-resist- 
card. © y design provides perfect balance and ant, durable. 


deeper impressions. Especially recom- pret ee 
mended for toughest jobs on steel neoprene coated ~~ 


q \ Write for °2Stings, cylinders, tool canvas gloves Entire Glove is 
som bo \ Bulletin steel, etc. All sizes with any others full weight 8 
Dye! — available }¢" to 1” anywhere and you oz. canton 

port- gill LF-50. characters. see the extra hand flannel 
ibout protection, extra wear, extra durability in Comfort, long 
, are | ; oils and acids, extra work and efficiency wear. 
older & only STANZOILS give you. For less cost- 

d NINGHAM C per-hour, more work-per-day, write for 
andy al full information about these Extra-Duty 
31Zes, ” STANZOIL neoprene coated canvas 


s is SAFETY STEEL STAMPS 


gloves, today. The Pioneer Rubber Com- 
pany, 638 Tiffin Road, Willard, Ohio. 


OVER i!) Years OF QUALITY GLOVE MAKING 


91 East Carson Street + Pittsburgh 19, Pa. 
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BULLETIN BOARDS 


ex- 9 “ro: ‘ 
e Electroforged into one 
pos- Employee bulletins, safety messages, pro- onan it strong BLAW-KNOX Electroforged 
sion » duction records all get maximum attention “ing lip twisted STEEL GRATING 
when you use DAV-SON Bulletin Boards. peece o aD TS 
de- @ : ; bar for safe footing « Open Flooring * Sidewalk 
® There is a DAV-SON Bulletin Board for : D ° Bri Surfaci 
help WM every purpose. maximum open area e oors ridge Surfacing 
onl B oc 4. a self-cleaning, with no ° Catwalks « Sidewalks « 
Changeable Letter With or Without Lock- - Subway Grating « Treads 
: oards ing Glass Doors corners to clog « easily 
1es. . : 7 Many other uses 
*Cork Back Pin-Up Illuminated sah Mie: installed « easily main- 
' Illuminated , 
ard. @lndoor and Outdoor ¢. ss ee tained » adaptable to — 44 for BULLETIN 2296 
Types @Special Safety Displays many uses, indoors and 
®Metal or Hardwood ®Single and Multiple out, for every industry. TODAY! 
Frames Panels 
Write for complete information Cork Back Boards. For BLAW-KNOX DIVISION of Blaw-Knox Company 
>» to { RE your requirements. eee Enatee, posters, 2109 Farmers Bank Bidg., Pittsburgh 22, Pa. 
ick- j ? Offices in Principal Cities 


cot pepe 8.8. DAIRMPORE & SOi.1NC. 


ngth «= SROBIU 311 N. DESPLAINES ST., CHICAGO 6, ILL. 


the MANUFACTURERS OF BULLETIN BOARDS FOR EVERY NEED 
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BLAW-KNOX GRATION 


Circle No. 54 on reader service card. 





Circle No. 53 on reader service card. 
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—And 
Sudden Injury 


WEDDING band—tiny golden 
y . rvwrer of love and devotion; 
yet this token of tender sentiment 
was responsible for a horrible death. 

Facts of the case: The elevator 
had just started down from a landing 
when the operator noticed that the 
door was still slightly ajar. As he 
reached to slam it shut, his ring 
caught and he was crushed between 
the shaft and the car as the elevator 
continued to descend. 

Causes of the accident: The eleva- 
tor obviously was not equipped with 
proper interlocks—in violation of 
many codes — to prevent the car 
from moving until the door was 
completely closed. This was the 
primary cause—without it, the trag- 
edy could not have occurred. 

The wedding band—deceptively 
innocent in appearance—compound- 
ed the primary unsafe condition and 
enabled it to snare a victim. Rings 
of all kinds are hazards in many 
kinds of work. Take a look at what 
another wedding band did to a man’s 
hand. 


This painful injury is only the vis- 
ible damage. Here is how the ring 
put its wearer out of work: a drill 
press operator caught his hand in 
the machine when his ring was 
snagged. The badly lacerated finger 
healed, but more damaging hurts 
didn’t. He was afraid of the machine 
after his accident. When asked to 
work on a drill press, the victim 
would go home on one pretext or 
another. Result: he was laid off. 

Rings and other jewelry have no 
place at work. Sentiment is a noble 
emotion, but sentiment didn’t pro- 
tect either of these men. Their mis- 
haps point to the need for attention 
to details. 


Do you have photos that are suit- 
able for ‘And Sudden Injury”? Send 
them, with brief descriptions of the 
accidents, to O.H., 1240 Ontario St., 
Cleveland 13, Ohio. Sources will not 
be disclosed. 
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Byron-Jackson Factory, Los Angeles, Calif. Archt.—Ellis Wing Taylor, Los Angeles. 
Contr. —C. L. Peck, Los Angeles. 


MASTERPLATE — THE FLOOR THAT’S 
SPARK-SAFE, NON-SLIP, NON-DUSTING 


The Masterplate “Iron-Clad” Concrete Floor not only provides the safety that’s needed 
in every plant, but it has 4-6 times greater wear resistance than the best plain concrete 
floor. 


These advantages of the Masterplate Floor result from the thick iron-concrete armorplate 
produced by embedding specially processed, size-graded iron particles, combined with 
Master Builders’ cement dispersing agent, in the surface of concrete while still in a 
plastic condition. 


Over four million square feet of Masterplate spark-resistant and static disseminating 
floors have been installed for the U. S. Army and Navy in powder plants, ammunition 
depots and where fire and explosive conditions existed. Full information on request. 


MASTER ‘& 


CLEVELAND 3, OHIO TORONTO, ONTARIO 





Circle No. 55 on reader service card for more information. 





Is Your Plant One of 
the 16,000 Communities 
Protected by Mod- 
ern resuscitators? 


“Every major fire department in 
the country uses _ resuscitators 
except one,” says the SATUR- 
DAY EVENING POST on page 59 
of the June 24, 1950 issue. 














Daily throughout the country these 
automatic positive - and - negative 
breathing machines are bringing vic- 
tims ‘‘back from the brink.” 


Auto accidents luminating, industrial, 
Smoke suffocation monoxide) 
Heart attacks Hospital emergencies 
Electric shock Asphyxia of newborn 
Gas poisoning (coal il- babies 
See the SIMPLICITY of operating 
Emerson Resuscitators 

Check the medical evidence of their 

SAFETY and EFFECTIVENESS 


Booth 63 
J. H. EMERSON CO. ag, 
CAMBRIDGE 40, MASS. — and Safest” 














Circle No. 56 on reader service card for more information. 









MARK FACTORY AISLES 


for Plant SAFETY and EFFICIENCY 


A well-planned orderly factory is a distinct asset 
to any firm. Start by striping all factory aisles, 
storage areas, safety zones, etc. An M-B Marker 
simplifies the job. It lays down clean-cut lines, 
quickly and easily. Paves the way for safe traf- 
fic through plant . . . reduces accident hazards 
. adds to plant efficiency. Convertible to all 
purpose paint sprayer. Write for literature. 





MEILI-BLUMBERG CORP. 


BOX 210 
NEW HOLSTEIN, WISCONSIN, U. S. A. 


MODEL 5-P 
SAFETY-LINE MARKER 
Works close to walls and 
cround obstructions. Can be 
used as portable paint sprayer. 


INDUSTRIAL MARKERS 





A 5395-1%4A-R 
Circle No. 57 on reader service card for more information. 
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The damage inflicted by accidents in- 
volving chemicals and other materials in the 
eyes can be greatly minimized with HAWS 
Eye-Wesh Fountains installed in your plant 
for instant first-aid. Without them perman- 
ent damage or complete loss of sight may 
occur while waiting for treatment. This unit 
is also available with instantaneous drench- 
shower. Priceless protection at a cost of a 
few cents per worker. 





@ Designed in cooperation with, and approved by, leading Safety Engineers. 





Ask your plumbing contractor or write for complete details. 


HAWS DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10,CALIFORNIA 





“DARN THAT WET, 
SLIPPERY FLOOR!” 


NUMASTIC 


MAKES FLOORING 
NON-SKID 
EVEN WHEN WET 





NUMASTIC 


Was developed for this 
specific purpose—a seal 
for MASTIC and AS- 
PHALT TILE flooring. 
Easily and quickly ap- 
plied, it forms a trans- 
parent, NON-SKID SAFE- 
TY COATING that lasts 
through many a rainy 
day. 


NUMASTIC can be 
waxed if you prefer, or 
used as is. Bears the U.L. 


seal of approval. 
Ask your DOLGE SER- 
VICE MAN for free 


demonstration ... write 
for detailed literature. 


NUMASTIC 





WESTPORT, CONNECTICUT 











Agents and Sales Representatives in All Principal Cities Circle No. 59 on reader service ecard. 
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..- The Legge System 
of Safety Floor Maintenance uses it 


It is a matter of good judgment and “horse sense” with successful 
management, to follow buying precedents that have proven their 
worth, day in and day out, month after month. Naturally, when they 
think of floors, they buy Legge Safety Floor Products. 


Only with the Legge System of Safety Floor Maintenance, and Legge 
Safety Polishes and Cleaners, can you have floors that are always 
BEAUTIFUL...CLEAN...SAFE. Use your good “horse sense”. . . create 
a favorable impression ... let Legge Safety Engineers design a 
specific floor-care program for you, free of charge. 





Send today for your free copy of “Mr. Higby 
Learned About Floor Safety” and start a good 
buying precedent now. 


Walter G. Legge Company, Inc. OC-2 
101 Park Ave., New York 17, N.Y. 

I want to start a buying precedent. Send me my 
free copy of “Mr. Higby Learned About Floor 
Safety” today. 









of Safety Floor 
Maintenance 


Walter G. LEGGE Company, Inc. 


Architects Bldg., 101 Park Avenue 











saieiiaal 7 New York 17, N. Y. 

: Branch Offices in Principal Cities. 
— ° In Canada, J. W. Turner Co., Toronto, 
FLOOR AREA 8Q. FT. TYPE . 


Copyright 1950 by Walter G. Legge Co.. Inc., N. Y. 
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Circle No. 60 on reader service card for more information. 
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PLANT 
HOUSEKEEPING 


Solved: 6 Lighting Problems 


Problem 1: Glare in Lathe Shop 


Solution: Fatigue and eyestrain, resulting from the 
glare of improperly placed lights, have been eli- 
minated in this shop. Old fixtures were replaced 
by individually mounted reflectors with twin 
fluorescent lamps in each. 35 footcandles are deliv- 
ered at the working plane with a low surface 
brightness. Aside from fewer accidents on the 
machinery, benefits were immediately apparent 
in less tool and product spoilage. 





Problem 2: Slow-down on assembly 


Solution: Fast seeing is vital in assembly tasks, such 
as those calling for reading of dials and metal 
scales. 80 footcandles of shadow-free illumination 
are provided in this fine assembly shop by a grid 
system of fluorescents. Continuous rows of two- 
t lamp 40 watt fixtures are mounted 10 feet high 
: 4 on 10 by 13 ft. centers. Light intensity can be al- 
tered between 60 and 100 footcandles by varying 








sful | spacing. 
heir 
they 
Problem 3: Low ceiling, sky-light 
egge Solution: To make an efficient final assembly shop 
ways for small units, this low ceiling space with unreli- 
onto i able natural lighting provisions was equipped with 
j continuous rows of two-lamp 40 watt fluorescent 
ma ; fixtures, mounted 11% feet high. 11 feet apart, 
they give 50 footcandles of general light. Supple- 
; menting this low brightness illumination are in- 
dividual 30 watt fluorescent lamps at each bench 
for spot-lighting the job. 
vj 





Problem 4: Diffused, high levels needed 


Solution: To protect draftsmen’s eyes, and still give 
them the very high levels of illumination needed 
for their exacting work, a luminous, louvered ceil- 
ing system was installed. Despite the fact that 100 
footcandles and more can be delivered to the work 
area, all lamps and lighting units are completely 
shielded from view. This suspended louver system 
is useful on the most critical seeing tasks. 


Continued on page 62 
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For your Sanitation Methods file 


Do’s And Don'ts For 


4. steps to safe, clean asphalt and rubber tile floors 


First 


step 


Third a 
step cE 





CLEAN the surface thoroughly with an effici- 
ent, neutral cleaner—one containing no free 
oil, alkali or spirit solvents. They are all harm- 
ful to asphalt tile and rubber. Mix the cleaner 
according to the maker's directions, then apply 
it hot with a mop, cloth or sprinkling can. 
Cover the floor thoroughly, but don’t flood it. 
A milky appearance indicates that the cleaner 
is softening old wax 













_ - 


=m SS 
= 
= 












RINSE the floor to remove the softened and 
loosened wax and dirt. The rinse water can be 
either hot or cold, but care should be taken 
to keep it clean. Change the rinse water fre- 
quently: two rinsings may be necessary to re- 
move all traces of wax and dirt. Take care 
to wring out the mop often. When the floor 
is dirt-free, let it dry thoroughly before pro- 
ceeding with the waxing operation. 


Second 


step 


Fourth 
step 





SCRUB the floor to loosen all old wax and dirt 
accumulations. The cleaner must be allowed 
to remain undisturbed for two or three minutes 
before it is scrubbed to give it time to soften 
the wax. A milky appearance may be produced 
by the cleaner: this indicates that the solution 


is softening old wax. Two scrubbings, and the 


use of steel wool may be necessary to loosen all 
the dirt. 





atl, 


WAX the clean floor, applying an even coat. 
Use only enough wax to give a smooth, level 
surface without streaks. A small pan is used to 
hold wax, and an applier to spread it. For large 
areas, a clean 16 ounce mop will speed the ap- 
plication. A second light coat is better than 
one heavy one, may be applied after the first 
wax has dried 20 minutes). 
Floor may be buffed for greater luster. 


(usually about 
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Asphalt Floor Care 


PLANT ETTING maximum service 
ie of flooring — and pre- 
serving it in condition for safe 
use—calls for the same type of routine that is accorded 
a piece of production machinery: application of ap- 
proved methods to scheduled maintenance is the key to 
continued safety and service. 
New floors, like new machines, should be checked 
for safeguards before use. In the case of asphalt and 


HOUSEKEEPING 





= rubber tile surfaces, these safeguards are 1) cleanliness, 


2) protection from wear, 3) removal of slipping hazards. 
The method outlined at the left takes care of them nice- 
ly, but it is only the start. 


Regular attention 
retains new surfaces 


Once the floor has been put into safe “operation,” don’t 
forget about it. Regular maintenance in small doses is 
enough to keep it that way. Here is a suggested routine: 

e Daily sweeping with a hair broom or a dry cotton 
mop will prevent traffic dirt from being ground into 
the surface. Never use oily mops: oil not only leaves a 
dust-catching film on the floor, but will soften the 
asphalt and discolor it. If some moisture is needed to 
pick up the dirt, use a mop dampened in water. 

e Polishing with an electric floor polisher will take 


: care of scuff marks that the mop won’t remove, and will 
= keep the entire surface clean looking. 


e Touching up heavy traffic areas before the original 


= wax coat is worn through assures continuing protection. 


This saves a complete rewax job. Stay at least 6 inches 
away from the walls when rewaxing: this prevents a 


buildup of wax in little used spots and eliminates a lot 
of heavy scrubbing when the time comes for a complete 


waxing. 
e Maintenance intervals, apart from the daily sweep- 


® ing or mopping, will vary depending on the amount of 


traffic and the condition of the floor. Whatever time 
lapse your experience shows to be permissible between 
touch-ups and complete rewaxing, put it in writing and 
make sure that is is followed. 


Protection for 
pickles and shingles 


The last step in floor preparation, the waxing, per- 
forms an important function for the floor: wax receives 
the abuse, protecting the surface against wear. This pro- 
tecting function has been put to a variey of uses in 
recent years. Researchers have developed special prod- 
ucts to help many items. S. C. Johnson & Son, (Racine, 


Continued an page 61 
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Do your floors 


have these ailments? 





Case 1: Softening or bleeding 
colors 
Cause: Use of oil, grease or spirit-solvents 
which softens the asphalt binder. 
Treatment: Avoid using solvent waxes, Oily 
sweeping compounds or oil-treated mops. 
Moderate damage can be remedied by clean- 
ing and steel wooling to remove the softened 
layer. 





Case 2: Cracking, curling or 
drying 

Cause: Use of strong soap or lye cleaners, 
lacquer. The first two cause the tiles to 
shrink, the latter shrinks itself, pulling the 
edges of the tiles up. 

Treatment: Use only neutral cleaners. Never 
varnish. There is no cure for curling. 





Case 3: Loosening of tiles 


Cause: Excessive use of water. 

Treatment: Never flood a floor. An effici- 
ent cleaner plus a minimum amount of 
water will suffice to strip stubborn wax or 
dirt. Use slightly dampened mops for daily 
maintenance. Loosened tiles can be re- 
cemented. 


All photos, courtesy of S. C. Johnson & Son, Inc 














EQUIPMENT for 
HILT) Scrubbing and 
Maintaining 

FLOORS OF ALL KINDS! 


HILD 
Electrically 








-~ Operated 
HILD \ Floor Machine 
Electrically . with 
Operated Y plain 
r Machine \\ handle 
with solution , 
storage tank 
mounted on 


handle 


HILD Patented 
SHOWER- 
FEED 
BRUSH 


“SHOWER-FEED SCRUBBING” FLOORS — 
HILD System Shower-feed Scrubbing and 
Vacuum Drying permits scrubbing oily factory 
floors without interrupting production. Gets 
rid of the oily, slippery condition that causes 
accidents leaves floors dry and slip-safe 
easily gets around and under machines in 
close quarters. Diagram shows how soap solu 
tion is fed onto back of brush then passes 
through accurately spaced holes, penetrating 
brush-back between each row of bristles. 


“DRY-SCRUBBING” FLOORS—Stubborn, hard 
caked grease and dirt removed from factory 
floors with Power Scraper or Cup Brush on 
HILD Floor Machine. Much faster than chip 
ping off with hand spud, and does not mar 
floor or loosen wood blocks 





HILD Power Scraper HILD Cup Brush 





See Demonstration 


BOOTH 130 


Stevens Hotel 








| 
| HID) 


- Y slem 


| MAINTENANCE 
EQUIPMENT & SUPPLIES 


Write for FREE BOOK 
HILD FLOOR MACHINE 
CO., 740 W. Washington 
Bivd., Chicago 6, III. 
Dept. OH 10 


Circle No. 61 on reader service card. 
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Pontiac eliminated press 


maintenance hazards with a clever 


Safety Locking Device 





Problem: Protection of miantenance workers from 
accidental starting of machinery under repair 






PLANT When production machinery is out of kilter at 
HOUSEKEEPING Pontiac Division (GMC) a crew of experts from 
the machinery repair department goes to work. 


Hazard of this maintenance procedure is that one of the crew can 
throw the master switch by mistake before all men have finished 
their work. How can the danger area (circled in the photo) be protected 
so that the press can be put back into operation as soon as possible, but 


not until all workers are clear? 


Solution: Multiple-lock safety clamp 


The simple safety locking 
device developed at Pontiac 
assures each man that no one 
can start the press unless he 
knows about it. 

All maintenance men carry a 
padlock for which they alone 
have the key. The man who 
starts the job places the clip on 
the master switch and locks it 
with his lock. Before starting 
to work, each of the crew adds 
his lock to the clip. There are 
holes for seven locks. 

As they finish their part of 
the repair job, the men remove 
their locks from the clip. The 
man whose lock remains 
alone can then release the 
switch when he is_ through, 
knowing that the rest of his 
crew is done. 
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WHAT’S YOUR 
CHOICE? 








unsanitary, costly, messy 
towel nuisance in your washrooms 


clean, efficient, fast, 
or VACUS ae CUETO 
drying service with 


National Dryer 


Now you can eliminate unsani- 
tary, costly towel mess, reduce 
fire hazards, and fully satisfy 
your requirements for fast, thor- 
oughly efficient, low-cost drying 
service with this amazing electric 
hand dryer. 
AMERICA’S FINEST DRYER 
e Quickly pays for itself in towel 
savings. 
e Approved by Underwriters’ 
Laboratories, Inc. 
e Low-Cost—no maintenance. 
e Dries hands dry in 20 seconds 
flat. 


WHY DRY YOUR HANDS WITH 
MONEY? 

Write today for the full facts on 
how you can cut costs, and pro- 
vide safe, sanitary drying service 
by installing National Hand Dry- 
ers—the only practical, perman- 
ent, and fully satisfactory solution 
to the washroom problem in 
YOUR plant. 


NATIONAL DRYER 
sales corporation 


Dept. 0-10 5 West Lake Street 
Chicago 7 
Write t NATIONAL DRYER 
Today sales corporation 


| 

| 

I 

: og eae West Lake St., 
! Please send detailed information 

| Name ....... 

I 

| 


Address . 


Circle No. 62 on reader service card. 
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ASPHALT FLOOR CARE 


Continued from page 59 


Wisc.) laboratories have slowed the 
ripening of bananas by encasing 
them in wax; Manhattan Pickle Co. 
(Chicago) coats pickles so that they 
can be sold like candy bars on the 


counter: Franklin Research Co. 
(Philadelphia) makes a special wax 
to help asbestos shingles resist 
weather. 


To the safety engineer, wax con- 
taining specialized properties, is in- 
surance against slipping and falling 
accidents. A great deal of research 
attention has been given to develo- 
oping products that will provide this 
insurance: a leading manufacturer 
has recently announced such a wax 
finish. Slip-retardant wax finishes 
for asphalt and rubber tile floors 
are water emulsion waxes. Be care- 
ful not to use wax containing spirit 
solvents on asphalt. Some rubber 
flooring will not be harmed by sol- 
vent-type wax. To play safe, avoid 
using. Or, make a test in an out-of- 
the-way area to see whether your 
rubber floor is affected by a polish- 
ing wax. If the wax can be applied 
without visible difference in color, 
it is safe to use it. 

While some wax requires no buff- 
ing after application, this operation 
may be added to increase luster. 
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TECT THEM! 


e@ Athea Lotion is not just another hand 


PRO 


cream or lotion. It is Different and 


Effective. 

Some of the largest plants in the coun- 
try have been using this lotion for the 
past 10 years. 

Countless working hours have been 
saved by the use of this lotion. 


Athea must be tried to be proven— 
send for a liberal sample now—just write 
to our laboratory on your letterhead— 
we'll give you complete proof and you 
may try Athea right in your own plant. 
WRITE TODAY. 


ATHEA LABORATORIES, Inc. 


227 E. Detroit St. *« Milwaukee 2, Wis. 


HAND LOTION 


Circle No. 63 on reader service card. 













y.VueVAl 
new 
floor 


coating 





CONTAINS 
NO WAX... 
OUTWEARS WAX 


2 to 


At last—a resilient, long- 
wearing coating of good gloss and 
maximum slip resistance. NO-SLIP, 
a new but thoroughly tested floor 
coating, provides a safe, lustrous 
surface. It is easy to apply, can be 
maintained inexpensively. (Co- 
efficient of friction rating 0.90 on 
linoleum and asphalt tile ... by 
Underwriters’ Laboratories Re-ex- 
amination Service.) 


Write for free demonstration kit 
and literature. 


TIME-SAVING SPECIALTIES 
701 New York Life Building. Dept. 5 
MINNEAPOLIS, MINNESOTA 


Distributors Wanted 





Circle No. 64 on reader service card. 
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reduce 
shop accidents 
with 


90 
ToRNS stroke positive pick up 


industrial vacuum cleaner 


Good housekeeping is assured when Tornado is on the 
job! Wet and dry pick up, heavy duty equipment guar- 
antees thorough cleaning. Picks up water, machine oil, 
moisture, dirt and grime. Quickly adaptable to portable 
electric blower or pack-carried Vacuum Cleaner. A com- 
plete, free demonstration on your premises! 


TS aBeseussacuesrw® 
: 
a 


FREE! Bulletin 600 


BREUER ELECTRIC MFG. CO.—Dept. on-107 @ 











5100 N. Ravenswood Ave., Chicago 40, Ill. . 
Please send us your Bulletin No. 600. rs 
Name. - 
Address. & 

a 
City. State. a 

s 
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Circle No. 65 on reader service card for more information. 
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6 LIGHTING PROBLEMS 


Continued from page 57 


Problem 5: Overhead crane 
interference 


Solution: An overhead craneway pre- 
vented installations lower than 38 ft. 
high, but combining filament and 
mercury lamps gives 50 footcandles. 
Alternate units in each row carry 
two 400 watt mercury lamps and 
single 1,000 watt filament lamps, 
mounted on 13 by 13 ft. centers. 
Staggering rows gives even illumin- 
ation. 





Problem 6: Changing light 
requirements 


Solution: In areas which are tempor- 
arily used for one purpose then an- 
other, grid lighting systems of fluor- 
escents are easily adapted. Using 40, 
75 or 100 watt tube reflectors, the 
grids can be formed for desired lev- 
els of illumination at varying heights 
from the floor. Used as a fabricating 
shop, 70 footcandles are needed. 


Photos of problems 1, 4 and 
6, courtesy Benjamin Elec- 
tric Mfg. Co.; problems 2, 3 
and 5, courtesy Lamp Divi- 
sion, General Electric Co. 
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PRODUCT 
INFORMATION 


Continued from page 50 


extinguishing agent to protect your 
plant against these dangerous fires. 
Complete application data is yours 
on request. 


Circle No. 66 on reader service card. 
Operation Aids 


LIGHTING—Getting correct illumina- 
tion to work areas from high bay 
ceilings is a tricky job. Midwest 
Lighting Products Co. have devel- 
oped a special double-wall reflector 
to throw either incandescent or mer- 
cury lamp light from high mount- 
ings. Hermetically sealed, its silver 
lining can’t discolor or darken. Full 
details are free. 


Circle No. 67 on reader service card. 


PLANNING UNIT—Having trouble on 
laying-out departments for safe, 
healthy operation? A kit just an- 
nounced by Triometric, Inc. will 
help you visualize just how this 
planning can best be done. It in- 
cludes scaled board, indicators for 
walls, machinery, furniture, etc. 
The maker will give more informa- 
tion on request. 


Circle No. 68 on reader service card. 


PIPE MARKERS 


anyone 
can use— 


Z iy everyone 
we) can read 
QUIK-LABEL Pipe Markers conform te 
American Standards Association Pipe 
Identification System. QUIK-LABELS 
come on handy cards . . . stick without 
moistening. Names of materials printed 
in large black letters on correct ASA 
background colors. CAN BE READ UP TO 
75 FEET. Markers for over 140 materials, 
including ali materials listed in ASA 
Standard Al3, available on Brady Stock 
Cards. Specials made to your order. 
QUIK-LABEL Pipe Markers are Silicone 
Plastic coated to resist dirt, grease, 
fumes, moisture . . . indoors or out. Re- 
place slow and costly painting and hand 
stenciling. Exclusive Starter-Strip auto- 
matically releases part of label for fast 
peeling. QUIK-LABELS mark your pipes 
so that anyone who can 
read will know what's in 
them. QUIK-LABELS leave 
no room for doubt. . . or 
tragedy. Write for useful 
literature and FREE SAM- 
PLES today. 


W. H. BRADY COMPANY 


CHIPPEWA FALLS 4, WIS. 
frs. of Self-Sticking Tape Products. 


Circle No. 69 on reader service card. 
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GOES THE BOSS,’ 


S0L- SPEED! DRI 


SPEEDI-DRI CORP., 


WHEN YOU Buy, BE SURE IT'S 


SOL-SPEEDI-DRI 


T 
oll & GREASE ABSORBEN 
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FREE SAMPLE: 


Circle No. 70“on reader service card for more information. 





DEN-EL SAFETY 
FLUORESCENT 


LAMP GUARDS 
hold lamps securely! 


Den-El Lamp Guards insure against 
falling lamps, work interruptions, 
injuries, and material spoilage. 
Stainless steel for lasting good ap- 
pearance. Special resilient stock 
allows them to be sprung aside for 
quick cleaning or relamping. 


gee 













fa 


seo tan 


For enclosed fixtures, 





ee ST Rs. 
For 100 watt tubes, 


For tubes in series, 


ORDER TODAY THROUGH YOUR 


4X Gal Gz, REGULAR ELECTRICAL WHOLE. 
& %, SALER OR WRITE DIRECT FOR 
X A F ILLUSTRATED LITERATURE. PRO- 


TECTED BY U. S. PAT. 244,8236, 


Circle No. 71 on reader service card 





LITERATURE FEATURED IN ADS 


Continued from page 48 


Complete toe protection is offered by Hi-Test safety shoes. 
Want to see the complete line? Ask for a free copy of 
the catalog. 

Circle No. 150 on reader service card for more information. 
Dust control system success depends largely on engineer- 
ing know-how. Kirk & Blum experts will be glad to 
prescribe for your needs. 

Circle No. 151 on reader service card for more information. 
Two-thirds saving in cleaning time is claimed for the new 
418P Finnell floor scrubber. You may have a free dem- 
onstration. 

Circle No. 152 on reader service card for more information. 
Bulletin boards are sure-fire methods of safety commun- 
ications. A. C. Davenport will provide full details on 
eye-catching bulletins. 

Circle No. 153 on reader service card for more information. 
Compact collectors catch abrasive dusts. Torit Mfg. Co. 
offers information on low-cost protection from dust 
health menaces. 

Circle No. 154 on reader service card for more information. 
Combination guard and safety switch is the Junkin Elec- 
tro-Lock. A new, illustrated bulletin describes this 
grinder protection. 

Circle No. 155 on reader service card for more information. 
Glare filtration of Burt-Weld lenses keeps welding flames 
from causing eye damage. Full information is offered 
by B. F. McDonald Co. 


Circle No. 156 on reader service card for more information. 


Continued on page 66 








MAKE THIS TEST IN 


YOUR 
PLANT 


..... see whether 
INCREASED VISUAL 
EFFICIENCY of your 
personnel will pay 
(and the trial in- 
volves no obligation } 
on your part). f 








A sampling test, run on a group of your own employes, 
will show whether a Visual Testing program will give you 
the results that thousands of plants are reporting: 

LOWER production costs and training costs; lower 
labor turnover; less spoilage; reduced accident and 
insurance rates. 

INCREASED efficiency, larger profits; increased 
employe satisfaction. 

YOUR SKEPTICISM is invited; it is not necessary to 
accept the evidence of other plants. Write for ‘‘An Occupa- 
tional Visual Job Analysis.’ 

KEYSTONE VIEW COMPANY, Meadville, Penna. Estab- 
lished 1892. Originators of Binocular Visual Testing in 


Ti, KEYSTONE 


OCCUPATIONAL VISUAL SERVICE 











Circle No. 72 on reader service card for more information. 
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—and a charge of sharp, broken glass flies 
through space to injure, perhaps blind, or 
even kill. You can prevent such accidents 
by installing Kleervu Safety Gauge Glass 
Protectors —- a transparent, shatter-proof 
shield which surrounds the gauge glass, 
keeps exploded broken glass confined. Any 
length 4” to 8’. Install in two minutes, For 
all types of liquid level gauges. 








Literature and prices on request. 


KLEERVU 
GAUCE CLASS 
PROTECTOR 


WRIGHT 53 AUSTIN 


COMPANY 
Established Over 50 Years 


3247 Wight St. Detroit 7, Michigan 


Circle No. 73 on reader service card for more information. 
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Announcing 


NEW ACME 
GAS MASK 


: es 


Another 


ACME 


Advancement 


tntredocing the AMM Fell Viss08 
a" 


























Provides Chin-Style, Chest-Style 
or Hose-Mask Protection with 
One Face Piece 


Write for illustrated bulletin de- 
scribing this revolutionary develop- 


ment which simplifies your gas 
mask equipment. Get the full story 
today. 


ACME PROTECTION 
EQUIPMENT COMPANY 


3037 West Lake Street, Chicago 12, Illinois. 


Circle No. 74 on reader service card. 














OIL-SPUNJ 


Dry 
Cleans 


GREASY, OILY, 
SLIPPERY 
FLOORS 





Wand 
IMPROVED 
3 WAYS! 


Covers more floor... increased 
bulk goes farther. 


? Absorbs more soluble oil, higher 
saturation point. 


3 Absorbs more lube oil and greases 
-+. more economical. 


Send for sample and literature. 
194 


CANFIELD OIL COMPANY 


Cleveland 4 Ohlo 





General Offices 


PLANTS COBAOPO ra (VELAND OM'O JEBSEV COTY 





Circle No. 76 on reader service card. 
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BETTER FOOT 
PROTECTION 
with 





DAVENPORT 
WOOD SOLE SHOES 


Especially designed for use where ordinary 
safety shoes do not afford enough protection 
Wooden soles provide sure footing on damp, 
slippery floors and protection on hot, rough 
surfaces. Comfort is built in. Available with 
safety toe. Styles for men and women. Also 
line of shower sandals—ready to ship! 


e All these features « 
1. Uppers fastened to soles with con- 
tinuous wire and coppered staples. 
2. Vamp crimped for perfect fit. 
3. Rivet reinforced. 
4. Thick felt insoles. 


FREE! Complete catalog showing all styles of 
Davenport Wood Sole Shoes. Write today for 
your copy. Dept. OH. 


STAHMER SHOE CO. 
1334 W. SECOND ST. DAVENPORT, IOWA 
Circle No. 75 on reader service card. 








WITH THIS NEW 


ELECTRO-LOCK 
SAFETY SHIELD 


Another Junkin device that actually 
ENFORCES safety, because grinder 


can't operate until shield 
is in position, Write to- 
day for our new booklet 
which gives full details 
of this latest protection 
against the dangers of 
grinder operation. 









JUNKIN SAFETY APPLIANCE CO., INC. 
930 W. HILL ST. LOUISVILLE, KENTUCKY 


Circle No. 77 on reader service card. 





CAN ASPHYXIA 
STRIKE WORKERS 
IN YOUR PLANT? 


Crushing accidents . . 
shock .. . heart attacks . . . heat suffo- 
cation . monoxide poisoning 
smoke suffocation . . . drowning . . 
and other forms of asphyxia can strike 
down workers in your plant no matter 
what you make. Industrial experience 
has shown that accidents involving 
asphyxiation can occur despite the most 
carefully laid safety precautions. And 
when a worker stops breathing, time and 
death will not wait for haphazard rescue 
efforts. 


. severe electrical 





SAVE WORKERS LIVES 
COMBAT DISABILITY 
with an 
E & j RESUSCITATOR 


YOU HAVE A _ RESPONSIBILITY to 


protect your workers from asphyxial 
hazards, to prevent loss of man-hours, 
and to minimize company liability for 
death or injury. 

YOUR BEST PROTECTION when as- 
phyxia strikes is the automatic resuscita- 
tion action of an E G&G J Resuscitator. 
This life-saving instrument breathes for 
those who are unable to breathe for 
themselves. Through a face mask it in- 
troduces oxygen into the victim's lungs 
and exhales for him. Because it auto- 
matically adjusts itself to lung capacity, 
the E & J Resuscitator is as safe for a 
baby as it is for your strongest worker. 
It is light and durable . . . one person 
can carry .. . operates on its own oxygen 
power ... is easy to use. See for your- 
self why this safe, efficient instrument is 
considered essential equipment by indus- 
tries, rescue squads and hospitals the 
country over. Send coupon below or write 
for a demonstration. There is no obliga- 
tion to buy but you owe it to your com- 
pany to see the resuscitator in action. 


The Breath of Life 


.- RESUSCITATOR- 
ASPIRATOR- 





INHALATOR 


— & J MANUFACTURING CO. 
GLENDALE 1, CALIFORNIA 


470: 7 & J "MFG. "CO, Glendale, Calif. . 


oA Please arrange an E G J pinnate. 


(Please send complete E G | literature. 
Bname AS OR eee 
g title ° eccesceses access so cccennccncce 

OOD cctcnsnsinmneaneuve Sisincacensatthitiaiigndditntentibaniitaniititg 
B address... daliealas hintaan 





Circle No. 78 on reader service card. 
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crATIONARY SYSTEMS 


iy SIZES FROM 
4 to 100 H.-P. 


For your campaign against dust 
that is hazardous to health or damages 
production, Hoffman offers a broad selec- 
tion of vacuum cleaning equipment with 
a type and size exactly right for your 
cleaning problem. Heavy-duty portables in 
1¥2,3,5 and 72 horsepower models, plus a 
5 H.P. model powered by gasoline engine. 
For these, or the wide range of stationary 
systems, your Hoffman representative can 
furnish exact recommendations. 


EW! 1'/2 H.P. 


operates 35- -ft. 
Length of Hos? 2. 





Industry’s first BIG little vacuum 
cleaner! Built for heavy-duty, continuous 
service. Big in dust storage capacity, suc- 
tion and dust separation, yet compact, 
portable and easy to operate. 


lyre FOR Bucerins/ 


gt PORT BUILDS 
Multistage Centrifugal 
Blowers and Exhausters 


U. $. HOFFMAN 


MACHINERY CORPORATION 
Oh or Oe oe Oe eee ee eek, | 


98 EAST 12TH ST., NEW YORK 3; N. Y. 
CANADIAN PLANT: NEWMARKET, ONT. 





Circle No. 79 on reader service card. 
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LITERATURE 
FEATURED IN ADS 


Continued from page 64 


Effective hand creams are trouble sav- 
ers. Try a free sample of Athea pro- 
tective cream for proof of its 
benefits. 

Circle No. 157 on reader service card. 
A free sample of Canfield Oil- 
Spunj—an improved floor absorbent 
—will be sent to you on request. 
Circle No. 158 on reader service card. 
Health requirements are stricter than 
ever. Let Aerotec Corp. engineers 
help you solve dust problems and 
keep health high. 

Circle No. 159 on reader service card. 


A lesson in floor safety was learned 
by Mr. Higby. Walter G. Legge Co. 
wants you to have a copy of this 
valuable lesson. 

Circle No. 160 on reader service card. 


Reduce accidents with the Flash-O- 
Graph, the spectacular moving sign. 
An illustrated brochure is offered 
by Mine Safety Appliances. 

Circle No. 161 on reader service card. 
Back from the brink of death are 
brought many victims of shock, suf- 
focation, etc. Let J. H. Emerson Co. 
show you how. 


Circle No. 162 on reader service card. 


‘DUNKING STATIONS! 


Answer Your Plant 
Smoking Problems 











Unit No. 2 for mounting on 
walls, columns and posts. 

Unit No. 1, (not illustrated) 
same as unit No. 2 but with 
upright and base for use on 
floors, aisles, etc. 


Send for illustrated folder 
which gives complete details. 








STANDARD INDUSTRIAL PRODUCTS CO. 
1710 Main Street, Peoria, Illinois 





Circle No. 80 on reader service card. 





An old enemy is back- 





in a ‘al disguise... 


The Watchmen of America—aided) 
by DETEX supervision—did a rej 


markable job during World War IL 


i 
Our luck may not be so good during, 


the forthcoming mobilization—un- 


less we redouble our vigilance. Ac. | 
cording to FBI head J. Edgar Hoover,’ 





America’s industrial plants are 


honeycombed with potential Com. 
munist saboteurs and subversives. | 


All the more reason why you should 
modernize your plant protection 


recording watchclock. 


The GUARDSMAN watches you: 


Watchman day and night, week} 


ends or during plant closings. You 





need the GUARDSMAN, especially i 
you plan to handle defense con. 


tracts. Write for free folder today; 





DETEX( 


PATROL WATCHMENS CLOCKS 


ALERT DETEX WATCHCLOCK CORPORATION 
ECO Dept.Q- 10 
NEWMAN 76 VARICK STREET, NEW YORK 13, N.Y 


GUARDSMAN Sales and Service in All Principal Cities Bf 


Circle No. 81 on reader service card. 
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WHAT IT’S LIKE 


Continued from page 27 


sealed envelopes which have been 
placed in front of each man. The 
envelopes contain a mask, a strip of 
braille, a cigarette and pack of 
matches, a toothbrush and small can 
of powder. Following instructions, 
the men try to perform the simple 
task of using these items. With little 
added comment, the meeting is ad- 
journed: the personal experience 
derived from the demonstration is 
the clincher. 

Most effectively presented to 
groups of less than 50 in a quiet 
room, the eye safety program has 
helped Unitcast produce gratifying 
results. Eye injuries have dropped 
from about 120 a month (when the 
plan was started in 1948) to less 
than 10 at present. 





| MEET YOUR FRIENDS— | 
at the National Safety | 
Congress, Oct. 16-20. | 
Where? At Booth 149 | 





0 
more 


__ visibility 




















protection 
with new STANLEY 
““Flud-lite” eye shield 


When workers see better, know they're fully 
protected ... they do a better job. New, larger 
Stanley No. 630 “Flud-lite” Eye Shields give 
60°% more visibility and protection. Full 6” x 10” 
window ... safety glass above, ordinary glass 
below is adjustable to worker's convenience. 
Cannot be moved to off-guard position without 
dismantling. Available for 115 and 220 volts. 
See your dealer or write for folder showing two 
sizes of “Flud-Lite” Eye Shields. Stanley Electric 
Tools, 560 Myrtle St., New Britain, Connecticut. 


Reg. US. Pat. Off 
HARDWARE * TOOLS * ELECTRIC TOOLS 
STEEL STRAPPING * STEEL 
Circle No. 82 on reader service card. 
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YOUR COST DEPENDS ON THREE 
FACTORS 


© Using the correct glove for the job. 

© Proper stock control. A clean pair for a 
dirty pair. 

© Salvaging by proper cleaning, repair. 


Wash-Rite specializes in “Rite-to-Wear” 
gloves for every job. Complete stocks. Im- 
mediate shipment. We have assisted many 
of the country’s largest industries in setting 
up a money saving glove control system. 


“Wash-Rite” is exclusively engaged in the 
correct and scientific cleaning, sterilizing, 
repairing, reshaping and processing of 
industrial work gloves, aprons and other 
protective clothing. 


REDUCE YOUR COSTS WITH “WASH-RITE’S” PROVEN 
SERVICE. SEND US A FREE TRIAL ORDER TODAY! 




























Cut your purchasing costs 
to one seventh 





Safety lenses last 7 to 15 times longer 
against weld spatter and grinding 
wheel pitting when TUF-COTE 
treated. TUF-COTE is a microscopic 
layer of glass-like substance that 
resists the high temperature sparks 
that cause pitting. Any glass lens can 
be treated. We can treat your lenses 
or give you any type or brand of lens, 
TUF-COTE treated. We also supply 
treated prescription lenses to order. 
TUF-COTE is crystal clear and opti- 
cally perfect. 

















TUF-COTE processing may be 
ordered through Bausch & Lomb dis- 
tributors or at any of the following: 


Georgia 








Southeastern Optical Co., Inc., Atlanta 
Illinois 

Universal Safety Equipment Co., Chicago 
Kentucky 

Orr Safety Equipment Co., Louisville 
Michigan 






Argus Supply Co., Detroit 
Averill Equipment Co., Detroit 
Seco Safety Products Co., Detroit 









Circle No. 84 on reader service card for more information. 





Minnesota 

Continental Safety Equipment, Inc., St. Paul 
Missouri 

Safety Incorporated, St. Louis; Kansas City 
New York 

Safety Optical Service, Rochester 
Ohio 

Helmerichs Supply Co., Cleveland 

Williams & Co., Inc., Cincinnati; Cleveland; 

Columbus; Toledo 

White Haines Optical Co., Columbus 
Pennsylvania 

Guardian Safety Equipment Co., Philadelphia 

Williams & Co., Inc., Pittsburgh 
Rhode Island 

Welsh Manufacturing Co., Providence 
Tennessee 

Industrial Supply Co., Chattanooga 
Virginia 

Southeastern Optical Co., Inc., Richmond 
Wisconsin 

Louis F. Pagel Co., Milwaukee 
Canada 

Bausch & Lomb Optical Co., Montreal; Toronto 

industrial Safety Equipment Co., Ltd., 

Etobicoke, Ont. 










WALLACE 


OPTICAL COMPANY - INC 
1025 Brush Street 
Detroit 26, Michigan 
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Reece Orthopedic Shoe 
for 
BROKEN FOOT BONES 
CRUSHED TOES 
SWOLLEN FEET 





No. x175-CG—Men’‘s 
No. x1 73-CG—Women’s 


WOOD SOLE ACTS AS 
SPLINT — HASTENS 
HEALING 
SMOOTHLY finished WOOD SOLE 
with AIRFOAM insole acts as splint. 


Keeps injured foot immobile. 


Keeps a man on his feet and on the job 
Cool, firm but lightweight canvas, upper 
laces entire length makes for perfect 
fitting even though heavily bandaged. 
Sizes—Small, Medium, Large. 


Corrugated metal footguard is 
optional. 


There is no substitute for Reece Wooden 
Soles 


WOODEN SOLE 
REECE SHOE CO. 


DEPT. OH. COLUMBUS, NEBRASKA 


Circle No. 85 on reader service card. 





DESIGNED FOR 
GREATER SAFETY 


KENNEDY “VICTORY” CAP 


Better protection for all the hair 
all the time because the full, wide, 
snood-type back of the new Ken- 
nedy ‘’Victory’’ cap permits com- 
plete coverage. Easy to put on. 
Adjustable to all head sizes. 11 
styles to choose from. 


Write Dept. OH For Complete 
Information 


V. E. KENNEDY CO. 


5004 W. BURLEIGH STREET 
MILWAUKEE 10, WISCONSIN 





Circle No. 86 on reader service card. 
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SPECIALIZING IN “BETTER-BUILT” 


HEAD AND EYE PROTECTION 











FOR OVER 25 YEARS 






There is a DOCKSON 

distributor near you 
Name on request 
Write for our com- 
plete safety equip 
ment catalog 


Circle No. 87 on reader service card for more information. 
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ACME PROTECTION 
EQUIPMENT CO. 
Booth 71 

Welding Gas Mask 





The Acme Pur-A-Weld mask is 
designed to give welders full pro- 
tection against welding fumes and 
gases, and still provide the advan- 
tages of Acme’s Full-Vision mask. 
Large lenses are free from fog thanks 
to a dead air check-valve. Lenses 
are available in shades from 4 to 12 
and are hinged for easy opening. 
Another important feature: flexi- 
bility of service is assured by the 
provision of both a dust and fume 
canister and a compressed air sup- 
ply unit which can be used inter- 
changeably. The fire-resistant hood 
is easily replaceable. 


Circle No. 201 on reader service card. 


AMERICAN OPTICAL CO. 
Booths 79-81 


Metal Safety Goggle 





American Optical Co. announces 
a new metal safety goggle for all 
workers, featuring light weight and 
stronger construction. Designed to 
provide superior protection from 
flying particles, the new F4100 Ful- 
Vue metal goggle has many design 
features not ordinarily found in 
metal goggles: the lightweight eye 
wire is flat instead of round, has 
distinctive engraved beading; end- 
pieces are streamlined and _ incor- 
porate a friction joint with wide 


bearing surfaces, minimizing temple 
drop; screw heads are countersunk 
for non-snagging security. Side 
shields, available in either perfor- 
ated wire or acetate, are optional. 
Offered in three standard eye sizes 
and five bridge sizes. 


Circle No. 202 on reader service card. 


ANSUL CHEMICAL CO. 
Booths 92, 93 


New Extinguishing Compound 


ia awsat 


‘META-K ORY POWDER 





Brand new are the Ansul Met-L-X 
dry powder extinguishing compound 
and Met-L-X extinguishers, both to 
be introduced at the Safety Con- 
gress. Met-L-X is specially com- 
pounded for effective application on 
burning metals. According to the 
maker, it is the only such compound 
that can be used effectively in gas 
pressure type extinguishers. or 
through piped systems. Tests have 
proved it effective on sodium, potas- 
sium, magnesium and other metal 
fires. Met-L-X extinguishers are 
available in 30, 150 and 300 Ib. 
capacities, plus stationary units and 
piped systems. 


Circle No. 203 on reader service card. 


BAUSCH & LOMB 
OPTICAL CO. 
Booths 51-53 


Safety Eye Glasses 





bs Tem eae IT 
i Ty 
¥ M 
For added worker comfort, the 


Y-41 Safety Glass incorporates nose 
pads that are adjustable to fit every 


OCCUPATIONAL HAZARDS 
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facial contour. With B & L impact 
resistant lenses, the Y-41 is espe- 
cially suited to situations requiring 
sturdy protection against impact. 
Made of acetate, they will not sup- 
port combustion; so they have par- 
ticular application where spark haz- 
ards are present but side shield pro- 
tection is not needed. The Ful-Vue 
type frame is available now with 
new type spatula temples preferred 
by women and supervisors for con- 
venience and comfort. Y-41 is ideal 
for workers whose skin is sensitive 
to metal. Available in clear lenses 
or all Ray-Ban shades. 


Circle No. 204 on reader service card. 


W. H. BRADY CO. 
Booth 26 
Pipe Markers 

Quick, easy pipe identification is 
possible with Brady Quik-Labels. 
Available to conform to ASA color 
identification codes, the markers are 
applied without moistening. They 
are readable 75 feet away, are made 
to label more than 140 materials. 


Circle No. 205 on reader service card. 


CANFIELD OIL CO. 
Booth 31, Congress Hotel 


Oil Absorbent 











Oil-Spunj, in recently conducted 
tests at the manufacturer’s refineries 
and grease plants, was found to pro- 
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vide maximum oil and grease ab- 
sorption, floor coverage (as much as 
33% greater) and reduction of fire 
and slipping accident hazards. Oil- 
Spunj will be demonstrated in its 
various applications at the Canfield 
booth. 


Circle No. 206 on reader service card. 


CHICAGO EYE SHIELD CO. 
Booths 72-74 


Dust Hood 





A completely new Type C supplied 
air dust hood will be introduced by 
CESCO at the show. The hood, iden- 
tified by style No. 600, has been given 
Bureau of Mines approval. Its fea- 
tures: lighter weight; extreme visi- 
bility through a larger, curved win- 
dow; exceptionally large air fiow 
volume at low pressure; positive 
sealing against all types of dust. The 
outer hood is rubberized cloth, while 
an inner, zipper-fastened bib is can- 
ton flannel. Padded headgear main- 
tains hood position during worker’s 
motions. Air volume control is sus- 
pended at the wearer’s waist. 


Circle No. 207 on reader service card. 


COLUMBUS GLOVE CO. 
Booths 142, 143 


Plastic Coated Gloves 


The new Colsblac coating offered 
on Columbus gloves enables them to 
meet rigid industrial requirements, 
but still maintains the high degree 
of flexibility so necessary to safe 
handling of work. According to the 
maker, this means firmer, safer grip. 





Colsblac coated gloves are available 
in three sizes, various styles. 


Circle No. 208 on reader service card. 


M. E. CUNNINGHAM CO. 
Booth 46 


Safety Metal Markers 





Newest in the Cunningham line of 
safety metal markers is the PF-20, a 
stamping device for round or curved 
parts. A unique type arrangement 
which permits the use of regular 
straight body type for curved mark- 
ing is a feature of the fixture. The 
improved retaining feature, which 
allows the characters to stamp on a 
specified curve radius, eliminates the 
need for retaining pins and slotted 
type. The holder can be made suit- 
able for one or two rows of type, 
which is easily changed by remov- 
ing the facet plate of the holder. 
Usually made for stamping a specific 
part, the PF-20 periphery stamping 
fixture can also be manufactured 
adjustable for use on various shapes 
and sizes. 


Circle No. 209 on reader service card. 


DAVIS EMERGENCY 
EQUIPMENT CO. 
Booths 75, 76 
Gas Indicator 
A new addition to the Davis line 
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of combustible gas indicators is the 
Model M-1 Vapotester, Type L, 
specifically designed for use in test- 





ing tanks which have contained 
products including tetraethyl lead. 
The Type L unit has been approved 
by the laboratories of Factory Mu- 
tual Insurance Companies and is 
listed by UL. The new indicator 
completes the line of five instruments 
for testing combustible gas and/or 
vapor conditions. 


Circle No. 210 on reader service card. 


DOCKSON CORPORATION 
Booth 141 
Eye Shield 





An improved item in the Dockson 
head & eye protection line is the 
Series 1180 Eye Shield. Designed 
especially for use in acetylene weld- 
ing and cutting operation, the 1180 is 
comfortable as well as practical. The 
shield does not touch the face, but is 
supported entirely by the Slide-Flex 
headgear that allows easy raising 
and lowering of the shield and holds 
it at any desired adjustment. Two 
face-distance adjustments are pro- 


vided. The headgear has replaceable 
head cushions and sweat pad. The 
lens holder is of a special compound 
for easy replacement of plates. 


Circle No. 211 on reader service card. 


EDMONT MANUFACTURING 
co. 
Booth 25 


Industrial Work Glove 





For maximum hand protection, 
Edmont Mfg. Co. has introduced 
Neox coated gloves. Neox, a com- 
pound of neoprene reinforced with 
special additives for extra resistance 
to cutting and abrasives, is chemic- 
ally welded to strong fabric: the re- 
sule, says Edmont, is longer service 
on the toughest jobs. Pictured is 
No. 934, a 14” gauntlet. Another 
important new feature is the seam- 
less construction at the base of the 
thumb. The thumb crotch is molded 
to a natural curve, giving greater 
comfort and flexibility and removing 
a common source of glove splitting. 


Circle No. 212 on reader service card. 


J. H. EMERSON CO. 
Booth 63 
Resuscitators 
A complete line of modern resus- 
citation equipment will be on display 
at the Emerson booth. Featuring 
simplicity of operation, the Emerson 
units have a single lever to control 
resuscitation, aspiration and inhala- 
tion—enabling speedy use. Safe in 
use, their operating pressures are 
safe, even for babies, and carry AMA 
approval. Offered in standard port- 
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able (illustrated), dual and triple 
portable models, Emerson resuscita- 





tors are adaptable to all rescue and 
emergency requirements. 


Circle No. 213 on reader service card. 


FENDALL COMPANY 
Booth 148 


Face Shield 





The recently announced Fendall 
face shields are available with two 
different types of headgear: one has 
an overhead brow guard (illus- 
trated), the other—for hot jobs—is 
open at the top for ventilation. The 
entire headgear is sturdily con- 
structed with headbands formed to 
assure a comfortable fit. Fendall 
stresses easy adjustment features: 
the size adjustment mechanism is 
enclosed within the sleeve around 
the bands and can be quickly fitted 
and locked. A genuine leather sweat- 
band snaps into place on the front of 
the headgear. A wide variety of 
windows is available—clear, green or 
wire screen—in sizes and thicknesses 
to meet every requirement. 





Circle No. 214 on reader service card. 
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FINNELL SYSTEM, INC. 
Booth 77 


Floor Scrubber 





Versatile headliner of the Finnell 
line is Scrubber-Vac 418P, a self- 
propelled unit which is ideal for 
buildings with floor areas of between 
2,000 and 15,000 sq. ft. Like Finnell’s 
larger combination machines, the 
418P applies cleanser, scrubs, rinses 
and damp-dries the floor—all in a 
single operation. It produces clean 
floors in about one-third the time 
required by units requiring separate 
equipment for pick-up and damp 
drying, according to the maker. 
Handling both wet and dry work 
(including polishing) the 418P can 
be leased or purchased. 


Circle No. 215 on reader service card. 


GRO-CORD RUBBER CO. 
Booth 123 
Safety Shoe Sole 





Said to be the first successful wed- 
ding of cork and neoprene, the Neo- 
Cork sole is foot protection against 
grease, gasoline and oil. It is highly 
slip-resistant and will not pick up 


metal chips. Extra long wearing, 
the Neo-Cork sole offers comfort as 
well as protection. Acids and caustics 
have very little effect on the sole. 


Circle No. 216 on reader service card. 


HILD FLOOR MACHINE Co. 
Booth 130 


Floor Cleaning Equipment 





This two-unit floor cleaning team 
will head the Hild display. At the 
right is the scrubber, featuring a 
shower-feed brush. It showers an 
even spray of soap solution beneath 
the entire brush area, providing in- 
stantly a large suds area. Action- 
balanced and self propelled, the Hild 
machine makes the scrubbing job 
efficient and easy on the operator. 
The vacuum unit, on the left, fol- 
lows up to remove all dirt along with 
the soap. 


Circle No. 217 on reader service card. 


HY-TEST DIVISION 
International Shoe Co. 


Booth 95 


Safety Oxford 





Leader of the Hy-Test line of 
safety footwear this year is the ox- 
ford model. This number is styled to 
do double duty—providing toe pro- 
tection on the job and offering smart 
appearance for street wear. The ox- 
ford’s good looks camouflage its 
regular Hy-Test safety feature—the 
anchor flange steel box toe. 


Circle No. 218 on reader service card. 
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INDUSTRIAL GLOVE CO. 
Booths 16, 17 


Hand Protectors 
Hand protectors, mitts, pads and 
sleeves of Woven-Gards safety ma- 
terial will be on display. Features 
of the low cost fabric: oil absorption, 
flexible and comfortable, very high 
resistance to cutting and abrasion. 


Circle No. 219 on reader service card. 


IRON AGE DIVISION, 
H. Childs & Co., Inc. 
Booth 67 


Engineer’s Boot 





Selected for feature presentation 
is the new engineer’s safety boot 
‘No. 637). Made in the practical 10” 
height, it affords extra leg protection 
to engineers, oil drillers and other 
out-of-doors workers. Soles and 
heels are long-wearing, oil resistant 
Neo-Cord, firmly affixed with solid 
brass reinforcing nails. Soft, pliable 
elk uppers are supported by a steel 
ribbed back stay to assure that the 
boot will retain its shape and avoid 
wrinkles. 


Circle No. 220 on reader service card. 


JUNKIN SAFETY 
APPLIANCE CO. 
Booth 136 
Grinder Shield 

The Electro-Lock shield for grind- 
ers is designed to serve as both an 
illuminated eye and face protecting 
shield and a machine control that 
prevents the grinder from being 
started unless the movable shatter- 
proof glass shield is in a protecting 
position. Features of the device: 
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convex bulls-eye lenses which focus 
the light directly on the point of 





operation; mercury switches which 
control both the two lights and the 
starting switches. Available for 110 
and 220 volt circuits. 


Circle No. 221 on reader service card. 


S. C. JOHNSON & SON, INC. 
Booth 20, Congress Hotel 


Floor Wax 





Having successfully passed six 
months of rigorous testing, Shur- 
Tred, a new slip-retardant floor wax, 
is being introduced by S. C. Johnson 
& Son. One of the toughest tests was 
that pictured above: use on rubber 
tile flooring in a nursery for spastic 
children. Use by industrial plants 
shows, according to the maker, that 
Shur-Tred is unexcelled as a safety 
floor finish. Its UL recognition rates 
it equally effective on rubber, as- 
phalt tile and linoleum. In addition 
to its slip-retardant properties, Shur- 
Tred keeps the qualities of easy 
application, long wear despite fre- 
quent damp mopping and high luster 
without buffing. 


Circle No. 222 on reader service card. 
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KEYSTONE VIEW CO. 
Booth 59 


Visual Testing Service 





Center of the Keystone display 
will be the company’s Occupational 
Visual Service, a precision-built in- 
strument for accurate, speedy deter- 
mination of visual deficiencies. With 
a series of test cards and individual 
score sheets for each worker tested, 
the examiner can secure an accurate 
appraisal of eye condition for job 
placement and periodic check-ups. 


Circle No. 223 on reader service card. 


KIMBALL SAFETY 
PRODUCTS CO. 
Booth 96 


Safety Spectacles 
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This new addition to the Kimball 
line of eye protection equipment is 
very light in weight and comfort- 
able. It is equipped with high bow 
temples and is made of highest qual- 
ity, sheet acetate stock. The spec- 
tacles are available with either clear 
or tinted lenses, or they may be 
ordered ground to prescription re- 
quirements. The model number is 
AC-2-A. 


Circle No. 224 on reader service card. 
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WALTER G. LEGGE CO. 
Booths 36, 37 


Push-Broom Attachment 





Featured item in the Walter G. 
Legge Co. line of floor maintenance 
equipment will be the Cloclamp, an 
ingenious device that enables a push- 
broom to really collect and remove 
floor dust and soot. The aluminum 
Cloclamp slips over broom handles 
to hold a dampened cloth which folds 
over the broom head. As portions of 
the cloth become soiled, the Cloclamp 
permits a clean area to be used. It 
is easy to use, increases normal 
sweeping effectiveness many times. 


Circle No. 225 on reader service card 


LEHIGH SAFETY SHOE CO. 
Booth 87 
New Style Boot 





The brand new Half Wellington 
boot—seen in smart shoe stores—is 
built to give all the protection of a 
full safety shoe. Style No. 1619A, 
the boot gives the easy-fitting com- 
fort of a jodhpur with a sloped 5” 
top that provides ankle protection 


without the constriction of other 
shoe types. It is offered in Army 
russet leather with Lockrim steel toe 
box and oil resistant composition 
sole and heel. 


Circle No. 226 on reader service card. 


THOM McAN SAFETY 
SHOE DIV., 

Melville Shoe Corp. 
Booth 118 


Safety Moccasin 





One of the most popular of all 
Thom McAn shoe styles is this 
moccasin, which combines the com- 
fort of the last with full toe protec- 
tion. Its good looks make it doubly 
attractive for wear on and off the 
job. 


Circle No. 227 on reader service card. 


B. F. McDONALD CO. 
Booths 61, 62 


Safety Hat 





The type T safety hat will be fea- 
tured at the McDonald display. Light 
in weight (only 11%4 ounces with 
headband), it is heavy in protection 
The shell is made of aluminum alloy, 
ridged for added strength; while its 
rigid brim shields neck, face and 
shoulders. Six point suspension of 
the headband provides maximum 
shock absorption. Two shell sizes 
plus lace headband adjustment 
makes the type T hat fit any head. 
Blazing sunshine is reflected from its 
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, bright surface: additional ventilation 


is obtained by wide spacing between 
shell and headband. Accessories 
available include a fleece-lined win- 
ter lining, a zero weather hood, chin 
straps and fold-back face shields. 


Circle No. 228 on reader service card. 


MEDICAL SUPPLY CO. 
Booth 137 


Elastic Bandage 





New Handi-Tape adhesive ban- 
dages with natural rubber elasticity 
are being packed exclusively for the 
flexible first-aid unit system of 
Medical Supply Co. Its patented 
non-ravel gauze pad is larger than 
most (%” x 14%”), protecting wounds 
with 6 layers of gauze. Off-center 
crinoline tabs protect the sterile 
surface from soiled hands, making 
application easy. Since it is oil and 
water resistant, there is no need to 
remove Handi-Tape when washing. 
Its smoothness permits wearing un- 
der gloves, as it will not peel up on 
the ends when hands get wet or 
sweaty. 


Circle No. 229 on reader service card. 


MILBURN CO. 
Booth 48 


Lightweight Clothing 


Weighing only 5% ounces per 
yard, Milburn Co.’s recently an- 
nounced garments eliminate a major 
cause for opposition to protective 
clothing—its weight. Combining the 
strength of nylon with nominal cost, 
the items available are: shirts, 
trousers, jackets, lab coats, coveralls 
and overalls. Two fabrics are offered: 
one looks and feels like silk (illus- 
trated) but will withstand a 20 hour 
immersion test in most acids and 


solvents. The second cloth is of the 
same base plus a clear vinyl] coating. 
It is intended for use where contact 





with oils, caustics or petroleum sol- 
vents requires maximum protection. 
Both fabrics are non-flammable. 


Cirele No. 230 on reader service card. 


MINE SAFETY 
APPLIANCES CoO. 
Booths 83-86 


Mask Telephone 





A new safety aid just announced 
by MSA permits phone contact be- 
tween wearers of gas masks or 
breathing apparatus. Called the 
Maskfone, it is powered by the 
speaker’s voice, requires no power 
source. The assembly (transmitter, 
ear-phones with head harness, hand 
set, 125 ft. of cable on revolving 
reel) is adapted for use with all 
MSA respiratory protective equip- 
ment employing the All-Vision face- 
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piece. Variations of the assembly 
are available where use with other 
installations is required. Bureau of 
Mines approved. 


Circle No. 231 on reader service card. 


OIL-DRI CORP. OF AMERICA 
Booth 70 


Floor Absorbent 





Oil-Dri absorbents keep floors dry 
and safe for walking. With repeated 
use, Oil-Dri even draws out old, 
deeply embedded grease deposits 
from wood and cement floors. In 
traffic lanes, or in areas where oil 
drip accumulates, a layer of ab- 
sorbent keeps grease from being 
tracked to other areas and prevents 
flash fires. A handsome three-color 
brochure has just come off the press: 
in it you will find quick-glance in- 
formation on safety wherever oils, 
greases or fat-plus-water combina- 
tions create slipping hazards or cost- 
ly floor maintenance problems. 


Circle No. 232 on reader service card. 


ONOX, INC. 
Booth 38 


Treated Footmat 
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Onox, Inc. will display its sponge 
rubber footmat which—when satur- 
ated with Onox mineral salts — 
toughens the skin and makes it re- 
sistant to the attack of athlete’s foot 
fungus. Onox is colorless, odorless 
and does not lose strength by evap- 
oration. The 16” x 22” mat has low 
sloping sides to minimize the danger 
of stumbling. One mat serves bath- 
ers from several shower stalls—as 
many as 50 bathers per shift. 


Circle No. 233 on reader service card. 


G. H. PACKWOOD MFG. CO. 
Booth 94 


Skin Cleanser 














Pax-Lano-Sav Heavy Duty, gran- 
ulated skin cleanser (approved for 
advertising in American Medical 
Association journals) will be fea- 
tured by G. H. Packwood Mfg. Co 
Special laboratory equipment now 
continually measures the cleansing 
effectiveness of Pax Heavy Duty: 
the Pax Electronic Soil detector 
measures precisely the amount of 
soil remaining on the skin after 
washing; the Pax Suds-O-Meter 
accurately compares the _ sudsing 
ability of any powdered or granu- 
lated skin cleanser. Both machines 
assure maintenance of consistently 
high quality in Pax products. 


Circle No. 234 on reader service card. 


REECE WOODEN SOLE 
SHOE CO. 
Booth 115 


Orthopedic Shoe 





Injured feet heal while workers 
remain on the job, thanks to the 
Reece orthopedic shoe. The smoothly 
finished wood sole with Airfoam in- 
sole acts as a splint, keeping broken 
bones, crushed toes and swollen feet 
immobile. Lightweight canvas up- 
pers make for perfect fit, despite 
bandaging. Corrugated metal foot- 
guard (illustrated) is optional. 


Circle No. 235 on reader service card. 


ROSE MANUFACTURING CO. 
Booth 45 


Construction Safety Belt 





In addition to being built to rigid 
safety standards in all details, the 
Rose Safe-Hi belt offers construction 
workers the shock-absorbing safety 
features of Unolyn. This material— 
of the nylon family—has the ability 
to elongate to several times its orig- 
inal length, putting the brakes on 
gradually instead of stopping a fall- 
ing man with a violent jerk. Steel 
cable lifelines can be used safely 
with the Safe-Hi belt, since it pro- 
vides the elasticity they lack. The 
draw load and length of Unolyn ex- 
tension are scientifically determined 
to get full braking effect within a 
few feet, minimizing the hazard of 
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b striking an obstruction before the’ and flexibility are well-known fea- . 
\> r falling man is fully stopped. tures of this style: in addition, the 

()’ Circle No. 236 on reader service card. 8” boot (left) affords protection : I 

above the ankle—required for rough | 
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ow SAFETY CLOTHING & c 
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7 Booths 55, 56 ; 
Foundry Leggings d 
Cc 

work and winter service, while the } 
ankle high shoe has been designed s 


to answer the demand for an oak I 
leather single sole model. Both num- 
bers are black elk with solid leather 
counters. They are leather lined 
under the steel box toe. 


Circle No. 238 on reader service card.  } 





The “Frank” patented legging is SCOTT AVIATION CORP. : 


safe, comfortable and simple. It is 

ideal for foundry use and for such Booth 21 
similarly hazardous jobs as blast and Supplied Air Respirator 
open hearth furnace work, welding ' 

and sand blasting. Made from either 
grade 1, heat-resistant chrome 
tanned leather (illustrated), Under- 
writers’ grade asbestos cloth or fire- 








proofed duck, the legging has extra Vv 
fiber and canvas reinforcements t 
along the inside of the front. Other t 
features: a wide range of leg ad- c 
justment, double sewn seams plus q 
’ rivets at stress points, extra large, f 
non-curling flare over the foot. c 
| Circle No. 237 on reader service card. ; 
| Ee 
( 

The Scott Air-Pak (model 6000- 

A2M pictured) delivers “safety with 

economy” to plant fire departments 

a - ——e — and maintenance workers who must 
SAFETY FIRST SHOE CO. enter toxic atmospheres. It provides s 
Booth 57 cool, confidence-inspiring air (not I 

oxygen), eliminating unnecessary 

Two Lace-to-toe Models hazards—especially in the presence | 

Two new additions to the Safety of petroleum vapors. Low operating 
First family of lace-to-toe shoes are cost gives complete protection for c 
shown below and will be featured routine or emergency work. : r 
at the company’s booth. Comfort Circle No. 239 on reader service card. a 
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STONEHOUSE SIGNS, INC. 
Booth 129 


Hazard Warning Signs 

Hundreds of different warning 
markers are available to point out 
potential health and safety threats in 
the plant. Offered in bold colors to 
conform to ASA color identification 
codes, the wide variety of Stone- 
house signs does not trust to work- 
ers’ memories or education: it stresses 
safety right at the point of possible 
danger. 


Circle No. 240 on reader service card. 


SPEEDI-DRI CORPORATION 
Booths 120-122 


Floor Absorbent 





New, improved Sol-Speedi-Dri 
will be demonstrated at the show 
this year. You can actually see how 
this granular, non-organic, non- 
combustible mineral compound 
quickly absorbs nearly any fluid 
from exposed surfaces, leaving them 
clean, dry and slip-proof. Its action 
removes dangerous oil and grease 
before they accumulate, eliminating 
both accident and fire hazards. 


Circle No. 241 on reader service card. 


SUGAR BEET PRODUCTS CO. 
Booth 47 


Soap Dispenser 


The new Type R soap dispenser 
can be set at four different adjust- 
ments to deliver just the required 
amount. Quick and easy inspection 
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or cleaning is possible by removal of 
the discharge assembly. The spe- 





cially designed shield prevents water 
from splashing up into the dispenser. 
Other features which assure effec- 
tive, economical use of soap: heavy 
gauge steel construction with highly 
polished finish; circle dispensing ac- 
tion deposits soap in ring on hands; 
complete servicing possible without 
removal from mounting. 


Circle No. 242 on reader service card. 


SURETY RUBBER CO. 
Booth 44 


Linemen’s Boot 


Pulled on over regular shoes, the 
Surety lightweight linemen’s boot 
gives an extra margin of safety. 
Made of rubber specially compound- 
ed for high dielectric strength, they 
give protection against accidental 
ground contact and insulation of 
climbers. They are heavily rein- 
forced across the instep and at points 
where wear occurs. Soles are heavy 
with a semi-rolled edge for long 
service. Tops are flexible, and a 
rawhide thong is provided for fast- 
ening when necessary. 


Circle No. 243 on reader service card. 


U. S. SAFETY SERVICE CO. 
Booths 100, 101 


Safety Goggle 
A new, all-plastic safety goggle 
has been developed under the trade 
name “Saf-I-Duo” which features a 
one-piece, removable lens. The 


same lenses will fit both the “duo” 
and the “Saf-I-Spec,” an all-plastic 
spectacle. Result: a.savings in lens 
replacement. Available in clear or 
green, the interchangeable lens is 
made from Optilite, a new plastic 
which meets government specifica- 





tions for optical qualities and impact 
resistance. Saf-I-Duo fits over all 
personal glasses, offering full pro- 
tection against splashes, dusts and 
impact hazards. 


Circle No. 244 on reader service card. 


WALLACE OPTICAL CO. 
Booth 43 


Lens Coating 


For extra protection to eyewear, 
Tuf-Cote is indicated. The substance 
is glass-like, and is bonded to any 
glass lens surface in a microscopic 
coating. Its very high melting point 
protects the glass from weld spatter 
or grinding wheel pitting. The pro- 
cess leaves lenses optically unim- 
paired and even clearer than before. 


Cirele No. 245 on reader service card. 


WATCHEMOKET OPTICAL 
Co. 
Booth 140 


Plastic Mono-goggle 
A new Methaspec mono-goggle 
spectacle will be introduced at the 
show. The plastic unit is resistant to 
flying particles and features a com- 
fortable polyethylene bridge and 
famous Watchemoket refrax tem- 
« 
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ples. Extremely light in weight, the 
Methaspec combines worker comfort 
and protection. The lens is available 
in clear or two shades of green. 


Circle No. 246 on reader service card. 


WEST DISINFECTING CO. 
Booths 88, 89 


Insect Control Unit 





The Super Mistorizer, headliner of 
the West insect control line, consists 
of three parts: a % h.p. compressor, 
a three-gallon insecticide tank and 
a specially designed, pressure-feed 
hand spray. The unit is completely 
portable. The hand spray gun, pro- 
viding for residual, localized or con- 
tact spraying makes the unit versa- 
tile enough for all types of use. 
Featuring an automatic one hour 
timer, the Super Mistorizer can be 
left to fog an area, and will shut 
itself off at the set time. A single 
filling with West Vaposector Fluid 
will fog 400,000 cubic feet of space. 


Circle No. 247 on reader service card. 


WILKINS CO. 
Booth 58 


Lens Fog Eliminator 


Wilkins Co. announces a new 
product to eliminate blinding fog 
from lenses of glass and plastic. 
Called Fog-Free, is the result of test 
conducted with more than 100 dif- 
ferent formulas: it creates an invis- 
ible coating over lenses. One appli- 
cation after cleaning, resists the 
formation of fog for many hours. 
Field tests show it to be completely 
effective even under rapid changes 





between hot, humid conditions and 
freezing temperatures. 


Circle No. 248 on reader service card. 


WILLSON PRODUCTS INC. 
Booths 107, 108 


Safety Spectacle 


Just announced by Willson Prod- 
ucts is this AH series of safety spec- 
tacles. It features a streamlined, 
single-bridge construction with Hi- 
Line temples for maximum side visi- 
bility. Two lens sizes are offered— 
44 mm. and 47 mm.—and there is a 
choice of three bridge sizes—21, 23 
and 25 mm. Flat, 1.25 curve or 6.00 
curve lenses are available in either 
clear or Willsonite green super- 





tough glass. A wide range of temple 
styles and sideshields is included to 
fit the AH series to a variety of 
individual preferences. 


Circle No. 249 on reader service card. 





YOUR TICKET 


to more information on any of 
the items described in this 
Guide is the reader service card 
bound in the main part of this 
issue. It will bring you up to 
date on the latest safety prod- 
uct developments. 
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ADVANCE GLOVE MFG. CO. 
Work Gloves 
Booth 147 


ALAN WOOD STEEL CO. 
Safety Flooring 


Booth 146 


AMERICAN ABRASIVE METALS Co. 


Safety Flooring 
Booth 114 


AMERICAN CHAIN & CABLE, INC. 


Slings and Chains 


Booths 1-3 


AMERICAN-LaFRANCE-FOAMITE 
CORP. 

Fire Extinguishers 
Booths 116, 117 


AMPCO METAL, INC. 
Non-sparking Tools 


Booth 10 


ARCADIA MFG. CO. 
Plastic-coated Clothing 
& Gloves 
Booth 42 


W. M. BASHLIN CO. 
Linemen’s Equipment 


Booths 5, 6 


JOHN H. BRECK, INC. 
Protective Creams 


Booth 54 


S. R. BROWNE MFG. CO. 
Flashlights & Extension Lights 
Booths 151, 152 


R. H. BUHRKE CO. 
Linemen’s Equipment 


Booths 110, 111 


E. D. BULLARD CO. 
General Safety Equipment 
Booth 128 


A. B. CHANCE CO. 
Linemen’s Equipment 


Booth 19 


OCTOBER, 1950 


All booth numbers are at the Stevens Hotel unless otherwise indicated 


COLUMBUS-McKINNON CHAIN 
CORP. 

Sling Chains 
Booth 69 


C-O-TWO FIRE EQUIP. CO. 
Fire Extinguishers 
Booth 126, 127 


DIAMOND MATCH Co. 
Safety-slogan Matches 
Booth 18 


DIVERSEY CORP. 
Oil Absorbents 
Booths 112, 113 


DOW-CORNING CORP. 
Lens Cleaning Tissues 
Booth 15 


DUNN PRODUCTS 
General Safety Equipment 


Booth 23 


DUO-SAFETY LADDER CORP. 
Ladders & Scaffolds 
Booths 124, 125 


EAGLE-PITCHER SALES CO. 
Oil Absorbents 
Booth 68 


ELLIOTT SERVICE CO. 
Bulletin Board Service 
Booth 24 


FRANKLIN RESEARCH CoO. 
Floor Finishes 
Booth 50 


HILLYARD SALES CO. 
Floor Finishes 
Booth 22 


INSTO-GAS CORP. 
Torches & Furnaces 
Booth 9 


JAMESTOWN SAFETY GUARD 
CORP. 

Press Guards 
Booth 19, Congress 
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JUSTRITE MFG. CO. PAC-KIT CO. S] 
F- Yy Safety Cans First Aid Items 
XY” Booth 18 Booth 40 
* > 00 Be 
Y 
~ KAREL FIRST AID SUPPLY CO. PATENT SCAFFOLDING CO. s 
\V First Aid Items Scaffolds 
a) Booth 82 Booths 98, 99 - 
VY a 
or WALTER KIDDE & CO. PORTO-CLINIC INSTRUMENTS, 
% Fire Extinguishers INC, Bc 
- Booth 109 Booth 11 
ST 
MATHIAS KLEIN & SON PROTECTOSEAL CO. Be 
Linemen’s Equipment Safety Cans 
Booths 65, 66 Booths 105, 106 Sl 
) 
‘iB 
LIGHTFOOT SCHULTZ CO. PYRENE MFG. CO. 7 
Skin Cleansers Fire Extinguishers S. 
Booth 94 Booths 126, 127 
| j Bo 
MACWHYTE CO. RACINE GLOVE Co. )- 
Wire Rope Slings Work Gloves 
Booth 78 Booth 32 
MARSH & McLENNAN, INC. RANDOLPH LABORATORIES, INC, 
Insurance Fire Extinguishers 
Booths 134, 135 Booths 110, 111 is 
MARTINDALE ELECTRIC CO, SAFETY FIRST CO. : - 
Protective Mask Fire Extinguishers i, 
Booth 41 Booth 26, Congress 
JULIAN A. McDERMOTT CORP. W. H. SALISBURY & CO. 
Lights & Signals Linemen’s Equipment 
Booth 60 Booths 90, 91 3 
METROPOLITAN LIFE INS. CO. A. SCHRADER’S SONS CORP. F 
Insurance Press Guards 4 = 
Booth 169 Booths 12, 13 : 
MILLER EQUIPMENT CO. SELLSTROM MFG. CO. 
Linemen’s Equipment Face & Eye Protection 
Booths 144, 145 Booth 30 | 
MINNESOTA MINING & MFG. CO. SENTRY SHOE CO. 
Safety Floor Surfacing Safety Shoes | 
Booth 133 Booth 13, Congress 
f 
NULITE DISPLAYS, INC. SPENCER TURBINE CO. 
Bulletin Boards Vacuum Cleaners Hi 
Booth 150 Booth 8 
G-14 OCCUPATIONAL HAZARDS oc 








Natiowfety Congress 


Booth 35 


STEEL SCAFFOLDING CO. 
Scaffolding 
Booths 98, 99 


STEPAN CHEMICAL CO. 
.. Skin Cleansers 
Booths 28, 29 


STEPHENSON CORP. 
Resuscitators 


Booth 12, Congress 


SURTY MFG. CO 
General Safety Equip. 
Booth 107 





er 


s S.C. TAYLOR CO. 
Chains 


} : Booth 7 


INC. 9 


STANDARD SAFETY EQUIP. CO. 


General Safety Equipment 


All booth numbers are at the Stevens Hotel unless otherwise indicated 


G. H. TENNANT CO. 
Floor Cleaning Equip. 
Booths 14, 15 


TRINAL, INC. 
Foot Guards 


Booth 154 


UNION WIRE ROPE CORP. 
Wire Rope Slings 
Booth 11 


WHEELER PROTECTIVE APPAREI 
INC, 

Personal Protective Equip. 
Booth 64 


“9 


WILLIAMS JEWELRY & MFG. CO. 


Awards & Emblems 
Booth 119 
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Casino Room 


Congress Hotel 























DELEGATES REGESTRATION DESK 
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Exhibition Hall 
Hotel Stevens 








The floor plan below, and that of the 
Congress Hotel’s exhibition space, will 
help you to locate products of partic- 
ular interest. Use the booth numbers 
given in each company listing to find 
their position in the two halls. 
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DON’T LEAVE 

without stopping to say hello at booth |} 49. 
We invite you to make OH’s headquarters 
yours too, at the show. We'll see you there. 
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7 SELL EYE SAFETY TO EMPLOYEES 


Ask your distributor's representative to 






show you the kit of posters, pay en- 

i velope inserts, PA system scripts and 

\3 other material that sells workers force- 

| @ fully on desire to use proper safety 
eyewear. 

, 2 SAFETY GLASSES FOR EACH JOB 

| ja A complete range of Bausch & Lomb 

| |= safety eyewear, engineered to meet the 


most rigid tests for each job classifica- 
tion in your plant. 


3 PROTECTION PLUS CORRECTION 

j For at least 50% of your workers pre- 

| scription lenses are necessary to work- 
\@ ing efficiency as well as to safety. Your 


| 4 B&L distributor offers prompt prescrip- 
tion service on all types of industrial 
| eyewear. 

li 


\ 
sO 


RETTY gruesome scene, isn’t it? But if it can help 


instill your workers with the importance of wearing 
proper safety glasses, this picture is valuable to you. 

It is one of a graphic series ready for you in poster and 
pamphlet form to help your fota/ eye safety program. 

Time is proving that where dramatic educational 
campaigns are introduced, eye accident tolls drop. See 
what Bausch & Lomb can do to give you a fotal eye safety 
service. Write Bausch & Lomb Optical Company, 745-\ 


St. Paul St., Rochester 2, N. Y. 














ARDS 











un BAUSCHZe LOMB 


Sfly 


Circle No. 88 on reader service card for more information. 

















Is vr rHar Dad’s finally retired . .. the old alarm 
clock gagged for good? 

Is it because now Mom won't have to watch 
him leave for ihe office any more, looking just a 
little bit tired? 

Or is it because now Dad and Mom will be start- 
ing an especially happy time of life together? 

We think it’s all these things—all the things that 
are only made possible by financial security. 

Nearly everyone seeks financial security, but 
far too few find it. That’s because financial security 


seldom is achieved without a sound, carefully ex- 





What is so right about this picture r 


ecuted savings plan! 


U. S. Savings Bonds offer you two absolutely 
safe, automatic plans for saving: The Payroll Sav- 
ings Plan where you work or the Bond-A-Month 
Plan where you bank. 


By signing up for one or the other of these 
plans, U. S. Savings Bonds are purchased for you 
out of your savings or income . . . automatically. 
You can't forget to save... your saving is done for 
you! And remember, U. 8. Savings Bonds pay you 


4 dollars for every 3 invested, in ten years. 


Start planning your own retirement today! 


Automatic saving is sure saving - US. SAVINGS BONDS 
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